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The following girls have passed but will not obtain scholarships—confinned, 





Labanyaprabha Singha. 
Homangini Devi 
Manorama Dasi 

Kali Dasi 

Sushila Da 

Jagan Mohini Desi 
Satima Sundari Dasi 
Gajendra Gamini Dasi 
Manorama Mitra 


Nogendrabala Basu 


Girtbala Ray 
sarmistha Devi 

Kali Kumari Devi 
Kusum Kamiui Dasi 
Girindrabala Devi 
Gouri Dasi 
Gouribala Devi 
Rajabala Devi 
Radharani Devi 
Sarojini Dasi 
Chandidasi Dasi 
Sushila Sundari Dasi 
Golap Suudari Dasi 
Achala Nandini Dasi 
Nanibala Basu 
Kaibalya Dayini Basu 





63 | Sarat Sundari | ‘asi 
64 | 'Thaka Lakshini Dasi 
65 | Jugalmayi Dasi 


Akshay Kumari D.vi 


67 | Karan Kumari Dasi 
68 | Sushilabala Dasi 

69 | Kasisvari Samanta 
70 | Kasisvari Dasi 

71 | Prafulla Kumari Devi 
72 | Surangini Devi 

































Haripriya Dasi 


i Ratepery Davi 
jityadayi Devi 
Nagendrabala Dasi_ 
Rakha Kumari Nai 
Jnanada Mobi 
Krishna Bhabini Sarkar 
Fakir Dasi 
Chamatkarini -Dasi 
Sukhada Mohini Das 
Bidhumukhi !evi 
Sampurna Devi 
Purna ews Devi 
Ramesvari Dy 
‘Kumud oni 


Nibarani i ee 
Biraj Mohini ©! 
Deets Ben 


4 akin SGoarami 
Kobeathabin! Sarkar 


: Fees Ba dopadhyaye 























dhyaya | 





. | Junior 


Ditto 


Ditto | 


Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Litto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Dit'o 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
| itto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
tito 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
Ditto 
































Howrah ++ | Howrah, 
Burdwan Mission Ditto. 

Ditto | Burdwan. 
Naskentien we | Ditto, 
Memari Mallikpura. Ditto. 
Outwa Ditto, 
Do. Ditto. 
Do. Ditto. 
Jemalpur Ditto. 
Ditto Ditto. 
Ditto Jitto. 
Lakshmanpara Ditto. 
Ditto Ditto. 
Charakdanga w | Ditto. 
Suryapur Ditto. 
Mantresvar Ditto. 
acta Ditto. 
Mankar Nayakpara.. Ditto. 
Ditto ++ | Ditto. 
Ditto Ditto. 
Golsi Ditto. 
0. ae} Dito. 
Takipur Ditto. 
Sor «| Ditto. 
Alér-Belma «| Ditto. 
Ditto «| Ditto, 
Pipli Ditto, 
Do. Ditto, 
Sakte Ditto, 
Mashagram Ditto. 
Srikrishnapur Ditto. 
Putunda Ditto. 
Devipur Ditto. 
Ditto Ditto. 
Ghosh (night) Ditto. 
Amadpur Ditto. 
Ditto Ditto. 
Kasipur Ditto, 
Burdwan Raj Ditto. 
Ditto Ditto. 
Ditto + | Ditto. 

Telenda | Bankura. 
Teora Ditto, 
Mirzapur Ditto. 
Ditto Ditto. 
Ditto Ditto. 
Birsimul Ditto. 
| Ditto s+] Ditto, 
| Khirpai we | Ditto, 
Rajgram ‘| Ditto. 
Ditto Ditto, 
| Ditto Ditto. 
| Kataldaha Ditto, 
Gram Sagarmeja Ditto, 
Deshra Ditto. 
Do. Ditto, 
| Katulpor Bhadrepara Ditto. 
| Ganti Ditto. 
Do. | Ditto. 
Do «| Ditto. 
Katulpur Shibtala ... | Ditto. 
Kasba ww | Ditto. 
Gelopurvapara Ditto. 
yee Ditto. 
Ditto Ditto. 




































































Number. ‘Names of girls. nil ‘Names of whools, ‘Names of distrlate, 
The following girls have passed but will not obtain scholarships—concluded. * 
i] 

102 | Abhaya Tarini Dovi \) Bamira Bankura, 
103 | Basanta Kumari Devi Kankha Ditto. : 
104 | Ramabati Devi Suri Thompson .. | Birbhoom, 
105 | Jogemaya Devi Ditto .. | Ditto. 
106 | Sushilabala Devi Ditto we | Ditto. 
107 | Kumudini Devi Ditto i Ditto 
108 | Charan ‘Tulsi Dovi Kasha ’ Ditto. 
109 | Ganesh Janaui Devi Ditto | Bipratikri Ditto. 
110 | Sarat Sundari Devi ee | Ditto Ditto Ditto. 
111 | Sarasvati Sukul ws | Ditto | Midnapur Hindu Midnapur. 
112 | Surabala Basu Ditto Ditto «| Ditto. 
118 | Panchanani Dasi Ditto | Kharbandi ‘ Ditto. 
114 | Moksbada Devi Ditto | Muhapal Ditto. 
115 | Biraj Mohini Dasi Ditto | Nischindipur Ditto. 
116 | Jnanada Devi vs hitto | Kantore «| Ditto, 
117 | Raj Kumari Devi Ditto Do. « | Ditto. 
118 | Jnanada Dasi 1itto |DBhagabantapur ...| Ditto. 
119 | Lakshmi Kumari Dasi Ditto | Godapiasal Ditto. 
120 | Bimala Dayi v.| Ditto | Bhatiya Ditto. 
121 | Kshirodemani Dasi ©) Ditto. | Krishnapur Ditto. 
122 | saradamani Devi wv. Ditto | Paya Ditto. 
123° | Punyottama Dayi «. Ditto | Pnachetgar Ditto. 
124 | Bhagabati Dayi | Ditto | Palpara Ditto. 
125 | Sayambar Dayi Ditto Do. Ditto, 
126 | Kamini Devi Ditto | Do. | Ditto. 
127 | Bhuti Dasi Ditto | Birsingha | Ditto. 
128 — Giribala Dasi Ditto | Ghatal “ Ditto. 
129 | Chapala Sundari Baksi Ditto | Manpur Ditto. 
130 | Nirad Sundari Dasi Ditto Ditto i Ditto. 
131 | Meghmala Devi Ditto | Ditto 0 Ditto. 
132 | Parvati Dasi Ditto | Ditto a | Ditto. 
183 | Giribala Maiti Ditto | Sitapur Ditto. 
34 | Apurea Sundari Rey Dttio | Guruli | Ditto. 

. 185) | Binodini Dasi Ditto | Isvarpur ” Ditto. 
136 | Nitambini Devi Ditto | Dirghalgram a | Ditto. 
187 | Rajani Dasi aa Ditto Ditto we | Ditto. 
188 | Sarat Kumari Dasi... Ditto | Kamdebpur we | Ditto. 
139 | Basanta Kumari Dasi Ditto | Irpala “| Ditto. 
140 | Jasoda Dasi f Ditto | Ditto Ditto. 
141 | Unmadini Dasi Ditto | Tamlook Ditto. 
142 Hemhalini Dasi _... Ditto | Ditto Ditto. 
143 | Basunta Kumari Dasi Ditto | Gosvamibar Ditto. 
144 | ‘Tarangini Dasi ‘e Ditto | Parmanandapur Ditto. 
145 | Bedhumukhi Devi «| Ditto Ditto Ditto. 
146 | Lal Mohini Dasi 1. iw Ditto | Jasora Ditto. 
147 | Nilyamayi Dasi . «| Ditto | Chatradari Ditto. 
148 | Saudomini Bhuya ... + | Ditto | Natsal Ditto. 
149 | Kumada Sundari Dasi ve | Ditto | Dhekna Ditto. 
150 | Ambika Sundari Singha Ditto | Daulpola Ditto. 
161 | Biraj Mayi Datta ... Ditto | Pana . Ditto, 
152 | Apurvamayi Levi... Ditto | Magura «| Ditto. 








Hooxs, the 24th May 1887. 


Brana Mowan Matern, 


Da 


Anspector of Schools, Western Circle. 








THE OALOUTTA GAZETTE, JUNE 1, 1887, 





a 


1 


20 


30 


pe 








ORDERS BY THE VICE-CHANCELLOR AND 
UNIVER Soy NDICATE OF THE CALCUTTA 


The untermentioned Candidates have passed the Entrance Examinati 





Finer Drvistos. 
Te Alphabetical order. 














Abdul Hafiz... ©. 16-40 Hare School. 
Abdul Hamid |. 15-0 Caleutta Madraen, 
Abdnl tebbar Khan + 19-0 Jabalpur Collegiate School. 
Abdol Kadir +140 Victoria Collegiate Sehool, 
‘Abdolia Khan 5.5198 Bahraich High School, 
Abdus Samad, No.2. 14-0 acon Vadras 
Abdus Sami”... 17-0 Cawnpur Zila School 
‘Abdus Subhan + 16-0. Birbhum School. 
Abid AK. +14-10 Artuh Zila School. 
‘Abul Khair Mubammad Abdul 

Rarzak - 18.0 Gazipur Victoria Sehoul, 
Adams,Groo 5 Loretto Girls’ School. 
Adbya, Gurndas: . du School, 
Agarwala, Dhan s Collogiata School, 
Ager, C6 + 1510 Ravenshaw Collegiate} 

Behool. 

Ahmed Hasein Siddiqnl 10-5 M. A. 0. College. 
‘Aich, Asutosh +180 Saradaprasad Institution, 
Akbar Ali. 


Ali Sujjad 6" 
Allbon, Blanche « 


Amarnath 
Anderson, Hel 


Anthony, Amelia . . 
Apte Dattatrava Govind 

Ashrafuddin Ahmed — 
Baboo Lal, No. 1 


Babu Ram 


Bagehi, Bipinoh 
Haridas 
Prasannakuwar 
Baijnath Bhargav 
Bairagi, Naderehand > 11 









te School, 





; Tangoon Convent Se 
+ S1710 Fyznhudt Govt. High 
jens 4 Woelsteck Soo 

Dittog ditto, 
English Madrava 
i Zila School, 

th Government Hi 




















+163 Done i 
116.6 Debrugarh High 
+160 Berhampir Coll 

+16 6 Hovares Colleg 
Jabbalpur Collegiat 
Nabadwip Hindu School 





dea, 















Baksi, Akshaykamar 0 Firat Chandrakona Sehool. 
» Prangopal =. 19.0 Kumnarkchali Hl. ; 
Baldev Sthay +156 Gaya Zila School, 
Mandyopadhyay Abinaschane 
ara, 16-0 Searsole H. E, School, 
= Albion Taj- 
kumne, 4 City Colleginte School, 
” Asntosh Birbhum Schoo! 
” Asutosh ‘  . 15-1 Chatra H.C. EB. School 
5. Atulehandra 1146) Kulighot 1 
” Atulkrishna .16-3 Private Student. 
Bholunath =. 14-6 Be c 

















Birjmohan - 18-5 Taki Govern 
Chandrasik nr 16-0 Metropolitan In 
Charuchandra 15-6 Taki Goverment 
Chunill —, 15-0. Midnapur Colles 
Debesohandra 19-9 Sanskrit Col 

Ganexchandra 20-0. Private 
Girindranath , 15-1 Hughli Colles 
+ 15-0 Hare School. 
+17-10 Uitarpara School, 
+ 18:0 Bhastara School, 
School. 





ite School. 








i School. 
Taygopa «15-4 Monghyr Zila School. 
Jogeschandra’ 16-5 Brobmanbarin Aunada 


hool, 
Koalikumar . 16-5 Dncoa Collegiate School. 
edarnath MF 








= 19-0. Ripon Collegiate School, 
Kabetramalty 16-0 Metropolitan Institution 


| Kesbetramohan 18.0 Matdvatal Schoo. 


 Randas . 


aoe + 14-2 Dacoa Collegiate School. 
abaleshetr. “Nevo So ened 
fagendrangth . 16-10 Serajgarj Ban arial Schoo! 
Posse 173.8 te tan 
panda 
163, Santipur Maneipal School 
dra 14-0 Burdwan Raj Coll. School. 
yan 16-3 Jabalpur Collegiate School 
{16d Maduripur H. C, B, School. 
% +13 Chybasa Zila School. 


. 


ite School. 
ie 2 Sr re choses Prove id Baokipur| 











90 


100 


no 





140 





Deruye, Rimekiots 
80 Basak, Madhusudan 





ankar Dacca Pogore Leal 


Jorhat High School, 








Metroy 
nw Rawal Hare Seb 
Basu, Anitosh Victoria Colleginte School. 
» Atulbihari . Uttarpara School. 
»  Bankimchandra Dacca Pogose 


Bimanbil 

















Bhupendraknimar 









Sibpur B. 


hari Dasghara School. 






































” iter 
» Debendrakumar 
P Tagannath Collegiate School. 
» Debendranath Tepnagar Testitntien. 
Girivchandra ‘ M.S Instn. Bhowanipur, 
. M. mensingh Institution, 
. Krishnagar Collegiate School. 
General Assombly's Instn, 
Haghli Collegiate School, 
Agra Collegiate School. 
‘Hare School. 
{) Rehetranath Motropolitan Instn, Sy 
Branch. 
» Manabilas . + 16.0 Muzafferpur Zila School. 
fy) Manmathamohan . 16-0 Caleatta Institution. 
» Nalinikanta + 16-10 Mymensingh Institution. 
” 15.0 Hare School. 
i ; + 19-8 Jagannath Collegiate School. 
oy Parbaticharan + 18-0 Ripon Collegiate School. 
» Paresnath ~. : +160 Konnagar School. 
nm Pramathonath —. + 13-6 Hare School. 
» Prasannakumar + 16-0 Ravenshaw Collegiate School. 
3 Pratpohandea 116-8 Dacea Pogose School. 
yw Rajkumar . 14-3 Barisal Zila School. 
yy Ramanimoban 17-8 Goneral Assembly’ Instn, 
wy Ratinath % + 16-3 Town School, Midnapur, 
w Saradindn . . + 14-0 Khulna Zila School, 
3) Saratchandra =. 17-0 Bangabaai School, 
t» Satischandra 15-5 Motropolitan Institution. 
ty Saticohandia. 15-2 Rampurhat School, 
» Surechandra . 16.0 Hare School, 
» ‘Trailokyanuth 5 16-0 Metropolitan Institution, 8, 
Branch. 
» Upendranith = 18.0 City Collegiate School, 'S. 
Branch. 
Beale, F. H. : Katak Miss, English MH, 
School. 
Dhadra, Sibendranath . Khulna Zila School. 
Bhaduri, Kuliprasanna Howrah Govt. School. 
Bhanja, Asutosh ‘Yown School, Midnaymr, 
Bhar, Binodbihari Hughli Collegiate School. 
i ari Ditto ditto. 
. Akshaykumar 15-0 Bangabasi School. 
Akshaykumar 14-10 Khulna Zila School. 
Asutosh =. 1740 School. 
Baikunthanath 19-0 Pandra H, EB. School. 
is Beniwadhal, . 136 Halisabar H.C, H. l 
a Bhubammohan, : 
No. IL + 18-10 Sanskrit Collegiate School, 
” Digambs +160 Patiya H, E. School, 
. Durga + 16.0 Rajshahye Collegiate School. 





Harikumar + 16-0 Jugannath Collegiate School, 


» Homlata —._,., Bethune School. 
i Jajneswar 517-0 Oriontal Seminary. 
* Togindrachan- 
- 19:2 Nabadwip Hindu School, 
_ Jogindsanath "18-0 Krihnags Collegiate 
” Nagendranath 13-0 Ri 1 Collegints School. 
is Nrityagopal . 15-6 Haghlt Collegiate School. 
® Rajanikanta - 18-0 Gays-Sahebganj 
. Ramgopal 1150 T.-K. Ghoah's ‘aeatlonte: 
‘Bankipur. 
Sarntcharan 18-0 Sylhet National Institations. 
Ensikumar . 16-8 Gawhati High School, 
Z Satisehandra . 148 Noakhali Zila School. 
* —Sibadas =. 15-4, Berhampur Collegiate School. 
< Sripati +200 Barmekpur nike School, 
3 Surendranath 16-3 aa tan. Institution 
* Tamkdas «208 Ragu HB, School 
s Umacharan 16-0 Jagannath Colleginte School, 
sh Upendranath, a ‘New Indian Sohool, 
‘Upendranath 1 Ei aad School. 
= Sheet Boca School, 
Rajauikant | “Aba Seni Sao, Cones 

















Babador Tal «200 Prieato Students Tara} 
Bir Bahadur Tal; = TEP Patna Colleginte Sehoel, | 240 Chaudhuri, Bhubanmohan 183 Dhabe 




































Bishwambher 
Biswas, ‘binnechandea« “106 Jagannath Hegite Seo » — Durgadas. 16-5 
vi iornath =» + 280 Taki Govt, School, ® — Krishnakisor — - 20-0 Sylhet Foctaens High 
io Aeandachandra’ 117-0 Kean Acad me a 
* — Gaganohandra 17-0 Sylhet National Institution. » _Kuladaprasad «16-0 Rae mai Sedoot. 
w” Sogindrachandra =. 16-0 Ki Collegiate 2 Kunjalal 
School  Mahendralal 15-6 Matropaltan Tasttntion, 
Prabodhchandra «16-0 Kalighat H. I. School. »  Nogendranath «16.0 Shillong Mission H.C. 
Rajanikanta. «16-0 dirat Chandrakona Sclocl, School. 
"Stephen Niran . 16-7 K + Collegiate " cna rishna —. 18.0 Debrugarh High Schocl, 
Sol:ool. oh ranjan = 15-0 Mileage Coen School, 
dranath =. «16-0 Ditto. ‘ Rina lag ln Soh 
Bijwale Brande 21202 Baveitty High School. 250 Barutchandma —« 184 General Ansel Instn, 
Baitony Clara F te ve Diveesan Gi School, | Sanibhushan «17-10 Jagannath Collegiate Schoo 
Naini Tal. % Surendranath 16-8 sone ‘Acaleiny, 
Bowbay, Lovie LL. bots Ditto. ‘a 
| 170 Brahmnchari, Saratehandra ‘ Jamalpur H, C. B. School. Suryyakumar 17-8 my Callege. 
| Brijmohan ss Fyzabad High School. Troilokyawath — . 18-5 Yymensigh Zila College, 
Brijnarwyan Ticko “Ajinere Govt. College. 1, Beharilal, No. II. 16.0 Agra Collegiate School. 
t —Brown, TD 6+ Doveton College. 118-0 Jabbalpur Collegiate School, 
5 Carbery, Mary Loretto Girls’ School. . 147 Patna Collegiate School. 





Chakrabarti, Abinaschandra | 16:2 City Collegiate School. 


. 16-3 Dovetun College. 






































pe ‘Anantakumar Ruplal Raghunath School, 118-1 St. Xavier's College. 
se Anukul Rajshahye Collegiate School | Doveton College, 
ms Bagalaprasad Arrah Zila School, Doveton Institution. 
” Basantakumar . 16-0 Barisal Zila School. | Doveton Colleg 
Wy Bhupendraaath . 18-0 Metropolitan Institution, : Lalbagh Girls’ H. School 
5 Dhuranidhar . 18.0 Damka Zila School. Daji Ganesh Devailar |. City School, Nagpur. 
‘= Hariprasanna . 14-8 Dacea Pogose School. | Daleepehand Pp 3 Bonares Collegiate School. 
sa finda 117-0 Rangpur Zila School. Damodar D iba Akotkar City School Nagpur, 
Kalidas , «16-3, Rajshabye Collegiate School, Das, Abhay : Balasore Zila School. 
Kripanath 17-0 Mymen! la School. »  Ajnyachandrn Bhadruk School, 
Manmathanath . 16-0 Tamluk Hamilton School. | »  Anandachandra —. Balasore Zila School, 
Pramathanath, 270, Anubulehandra 116-6 
No. II Padua Zila School, " Aswinikumar 6. Dacea Collegia 
Rejendralal Hare School. 3 Bagalamohan Nonkhali Zila School. 
Rajendranath Davea Collegiate School. 3 Barndamohan 6.6 Sylhet Govt. High School. 
Saratehandra. Purulia Govt, School, *) Bireschandra . Howrah Govt. School, 
By Sasibhushan Harinavi A. 8, School. 1) Biswanath % Bhadruk School, 
> Satiprasanna ‘milton Schoo! " Brajabhushan Patna Collegiate School. 
‘i Satischandra /.S Institution, Bho va-| " Gadadhar . Balarore Zila Schodl. 
ipa | 2 Gangashartn f JagwaneilvCAllegiaia fiche, 
- Sridhar Phase H. E, School. ; binda Tamluk Hamilton School. 
1 ce Sureschandra choo! 290 7 Jagannath Ei Renares B. P. School. 
H Budarsan Teebthahe Collepiate School 1) Katicharan + +166 Nibodhia School. 
Susilchandra Krishnagar A. V. School. ” Ruilaschandra 16-11 Dacoa Collegiate School. 
| Chalihe, Lakshmniprasad Jorhat High School. " Kaminikumar + 16-0 Nowkhali Zilw School. 





it Chandra, Nandalal . Benares B, P. School. 


» Kartik . . 1465 Hnughli Collegiate School, 


























‘Upendranath Midvapur Collegiate School, ” Risorimohan + 16-0 Balasore Zila School, 
) cuandulal Kapur: Ludhiana Mission School, * Kulachand 4 Jagannath Collegiate Schoo 
Chattopadhyay "gkhilchandra 18:0 Canning College.  Nundalal 6 0. St. Mary's Institution, 
” ‘Akshaykumar 15-0 Khulna Zila School, Chandernagar. 
us 16-0 Sanskrit Collegiate School, » Nityananda «8 Debrogarh High School. 
” Asitaranjan . 16-0 Ripon Colleginte Schoo! | * Parbaticharan Balasore Zila School. 
» Asutosh 118.6 Bishenpur H. E. School. 390 4 Purnachandra Baranagar Schoal, 
” Aswinikumar . 14-9 Nabadwip Hindu School * Raybabananda 16-10 Puri Zila School, 
ff Basombad =. 16-0 Krishnngar Collegiate % Tatikanta hare Nabadwip Hindu School. 
School. i) Saradaprassd =. Hare School, 
” Basantachandrs 15-2 Ravenshaw Colleginte| » Sasadhar a -0 Commillah Zila School. 
School. ") Sasibhusban =. Metropolitan Tnatitation, B 
210 Bholannth —. 16-4 Ripon Collegiate School. 
Bhubanmohan 17-3 Dhubri High School. » Sitikenta. Pe . Bim, Zila School. 
Binariel 384 Private Student tion, BI > Syaroeondar . Arab Zils Schoo. 
iyaygopal . 14:0 Metropolitan Institution, }» Umacheran 5 ‘Dacca Collegiate Sohoo!. 
Branch. Umakanta - . ee Zila School. 
we Bipinbihari .10-0 Ripon Collegiate School, | 200 Disarathi, Panigrahi 
ai Bipinbihari + 17-0 Hughli Branch School. Dasgupta, Dwarkapath ‘ oan Bhool, ‘Tangail. 
ae Bishnupada .140 Hare School. v Kedareswar 
= icheran 17-8 Hughli Branch School, {) Matilal 
, *) Prokoschandra 
+180 Rampurhat School. 
” Durgadas 9 Bagati H, E. School. > Basikauta 
220 rf Gopalchandra Yo Have Sobool % Situnath = 
iS Haridas «16-4 Hughli Branch Schoo) 2} Srimohan 
a Haripada 15-0 Kalighat HE. School. Suryyakanta 
= Haripada (18.0 Amta School. " Daspatgiri, Brajanath 
# Hridoybibari }19-4 Hughli Collegiate School. | 810 Dastidar, Saradakanta 
rf Rasa handra 15.0. Chatra H. E. School. 
5 bial. 26-11-20 Mazafforpur Zila Soboo. Datta, Ambikacharan 
- 18-0 Krishnagar Collegiate ‘Asutos ; 
School. 
y Lalitmohan 16-0-6 Chapra Zila School. it pada ss 
- Manmathanath 16-0 Mazufferpur — Mukerjee's 
Seminary. » Barondranath = 
230 4 ‘Manindranath . 17-6 ra IL. C. B, Schoo. " Bhabasindin, 
‘ + Bhutoath 


py, ‘Nagendranath . 17-0 - jlitan Institution, B 











» 0 Narendra ¢ 
Ierchna 16:0 Chapra Zila School. s 4 
» ‘Righubitsbar’ 26-9 Tongans Behl s%0 Di ; 
So Milmaat "10 HC. E, School. © Sipamd 
© Parnackiandsn 26-9 Pale Goeaindas oss 
” ¥ 
4 





































































General Anombly's Instu. 
Mimensingh Zila School, 
pe Dacea Colleyiate School. 
Ripon Collegiate School. 
Bhugalpur Zila School, 
Metropolitan Institution, 
Tugatballabhpur Scbool. 
Jangipur School. 
+ 20-0 Dacoa Collegiate School. 
Ray's School, Commmiilah 
Jagannath Colleyinte School | 
Bavkura Zila School. 
L. M.S. Instn., Bhowanipur,| 
Hnghli Beane School, |) 
Hindu School. 
Jagannatir Collegiate Sshoo1| 
Hare Sehiool. 
Kalna Mahar, 
Sylhet Govt, Hig! 
Caentta Jubilee I 
Ripon Collegiate School. 
Murarichand High School, 
Sylhet. 
Hare School. 
Ditio. 

: Oriental Seminary.” 

+161 Hindu School, 

sea Donogh 1 High School, | 








340 





ita . 
DeyAbinaandes 
» Anukulcbandra 
» Apurbakrishua, 
* Balaichandra 





360 





e iatosiasics 
3) Mahimehandra 
i 











Vannalal =. 16-4 Metropolitan Institution, | 
ne + 15-6 Hare School. 
haran 15-0 Haghli Collegiate School. | 
360 pended + +190 Dumka Zila School. 
Deb, Asutosh . 17-0 Metropolitan Institution, 
” Kailaschandra + 14-6 Brabmanbaria Aunndn) 
5a choole 
pein Mati Zila School. 


Bt. Xavier's College. 


De Penning, 
(mie a Gazipur Victoria School, 


Dhaneskiprasad « 
Vhandiraj Ramlc 

dikar es 
Dissout, Ida i 
Dubo, Anauta Prasad | 






70 Gity School, Nagpor. | 


 Ghosis's Academy ,| 
Bankipur. 
.21.0. Bonares Col 



















» Jagannath » 
a0" ‘Detinipmand =) 20.8 Barat H, C. E. School, 
Durjan Lal.» +. 17-1. dabbalpur Collegiate School 
Bilis, Ged. . |} 16-0 Allahal nd Buys High 
Se 

Evatt Bo. Boys’ School, 
Faiz Bukbeh . | 
Fanthome, KV. Boys’ School , 


Naini Tal. 











Fiaal Karvom + 16-0 Barari H.C B, School. 
Ferdinando, D. H 1185 LaMurtiniere College, 
uta | 
Remandez Mlay Jeesl. —« .. Private Soudent 
sey Som cai) Hamribugh tile School, 
~ 380 For, P. H, 5 +186 Doveron College. 
Ganauath Sha. 116-3. Benares Collegiate School. 
Gangopadhyay, Annadaprasid’ 20.0 Bhastara School. 
‘Karunakanta .16.0 Dacca Collegiate School. 
Tgimohan + 20.0 Jagannath Colloxiate School, 
Ramgopal 18.0 Jassore Zila School. 
4 Sanjiban 18-8 Teshampar Collegiate 
3 hol. 
Vinacharan «17-0 Bajrrjogini H. B, School. 
4 217-7 St Thomas's School, 
hnabi School. 
era College, 
Obristinn’ Boys’ 


School, 

. Lnstitation, Bhowa-| 
uipuy. 

Oriental Seminary, 








Barwnagar — Rawkrishna's) 
School, 

Kandi School. 

Bethuno School. 

Ripon t0 School. 

South Suburban School, 








Ghosh, Paresnath . 
» — Prabbatchandra 
»  Prasannakali 


410, Rajendranath 
» Ramchandra 
»  Ramsaran 
ny Rasiklal | 





m Sasanakakuinae 


* Satiachandra 
f Sutyendranath 
Srischandra 
Surendranath 
Sareschandrs 
Tarinicharan 
Ghoshal, Bhupendranat 





v— Doblal 
i. dyotsnanath 





Goswami, Biharilal 





th 


» — Harendranath 


” Manmathamohan 


40 
Grower, Annie 
Guba, Abulamohin 

| Aewinikumar 


»  Dineschandra No. 1, 
»  Dineschandra No. II. 


» Gopalchandra 


Saratchandra . 


»  Syotindrachandra 


» Kalikumar 
Batinchandra, 


44) Gupla, Brajabhusbon 
» Debendranarayan 


»— Lalitmohan 

» Nalinibhoshan 
 Rameschandra 
»  Suileschandra 
» Suratindra 


»  Sasibhashan 
»  Gurucharan 


Hajar, Konnblal 
450 Haldar, Bhadeb 
» ” Binodbihari 
Hasan, Tindad 
Heetko, A. G, 





Hiralal, A. 
HM. Aldal Gang 
Hopsen, D.G. 
Hoti Prasad 
H., Parashatambrishow . 
Hughes, H. 
460 Husain, Baksh 2 
ANi Khir Husen 
Tmdad Husain Khan 
Indra Sahay 
Sugadambe Prasad 
Jajneswar Prasad 
Jamilakhtar . 
Janaky Prasad + 
Jauki Prasad 


Sayanti Prasad 
470 Jaynarain 
Jivanlul 


Jugalkishor 
Tugalicishore 
Jungbabadur Lall 
Kabir Ahmad 
Kabirgj, Dwarkanath 





Kabiraddin Mohammad 


Kar, Basantakamar 
» _ Nilkemal 


480 Karbanullah Toluguder | 


Karmakar, Raicharan 
Kyim Ali. 
Khan, Kantichandra 
Kuldwip Sahay 


Kundu, Bholanath 


‘ depots 
Kusari Haridas 


Tadli, BP. | 





465 


i 


144 Mughli Branch School. 


«16-8 Dacca Colleginte School, 
17-0 Metropolitan Institation. 
+150 labhpur H. Ey 


19-9 Jara H. EB. School. 


“116.0 Pakur Ff I Shoot, 


116-5 Dacca Golleginte School. 
1166 po om Institution. 








Cat 
“15.0. Thindu School 

“TEM Ranchi Zin School, 

+16 Balasore Zila School 

“IES Batti soteok * 
“10 Burdwan Raj Collegiate 


+166 Bognan H, B, School. 
115-8 Metropolitan’ Kostitation. 
+ 16-0 Gauhati High School. 
+ 16-0 Pabna Zila School. 
«16-2 Nabadwip Hindu School, 
+ 15-0 Metropolitan Institution, 8. 
Branch. 
15.0 Chutra H.C. B. Sehool. * 
«Loretto Girls’ School, 
12°23 Brajamoban Instn, Barisal 
116-6 Commillah Zila School, 
+ 16-9 Dacen Colleginte Sehool, 
+152 Ditto. 
+17-0 Rangpur Zila School, 
+155 Jagannath Collegiate School. 
217-0 Mymensingh Zila School. 
/ 143° Dacca Collegiate School, 
+ 16-8 Islampur H. E. School. 
+168 Kandi School. 














Pica 


+ 14-0 Santosh ‘iinet 8 Shoo, 

+ 16-10 Hughli Collegiate School. 

slid IT. K, Ghosh’s Acade: 
Bankipor. 

«170 Barrack ur Govt. School, 

+ 15-4 Moradabad Govt, High 


School, 
+ 18-2 Uttarpara Schools 
+180 Ranchi Zila School. 
+146 Sibpur H, EB. School, 
+ 18-4 Fyzabad Govt. High School. 
+ 17-0 Kutak Mission E. School. 
+ 19-4 Jabalpur 1 Caleginta School. 
+140 Armh Town School. 
+ 15-4 St, Francis de Sule School, 
Nagpur. 
- 18-0 Hnme's High School, 
Btawab. 
- 16.10 F, ©. Institution, Nagpur. 
+ 16.8 Private Student, 
Lahoro District. School, 
Kenares Collegiate School, 
Cawnpur Christ Chueh 
School. 
Bavvilly High School, 
Mainpari “Mission High 
School. 
Patna Colleginte School, 
Darbhanga Tag Sobol 
Hararibagh 2 
Gaya Zila Sool, 
Benares Coll 
+ 16-11 Canning College. 
+200 Allababod Government High 


School. 
Barabanki High School. 
Gaya Zila School 
Arrah Zila School, eg 
Darbhanga Raj School. 
Scarsole H. B. School. 
Kendrapara H. B, School. 
Commitiah Zila School. 


Bien Collegiate School.” 








my, 
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406 ; 
i a mae 
Tahari, Tal > 15-6 Lndbiana Govt. H. Séhoo! bea Zaman . cp ek ei 
Lahiti, Akshaychandra . 15:2 Sernjganj Banwarilal) Wazir 17-0 Hughl Collegiate Sehia 
us School, Muberl Rastgopal” 7) 1B Metropolitan Institution, 
4 Manmohan. 3946 Bomures Collegiate School. Mushopadbyay, Adhar- 
Lakshmichand Dave. + 17-6 Allahabad Govt, High chandra. 15-2 Palnmow Gévernment Schocl 
School. ” Anritalal .,16-3° Metropolitan Institution, 
Lakshmi Narayanial - 13.0, Gaya Zila School, Anundaprasad’ 16.0 Rampurhiat School. 
Yala, Digambarlal +158 Birbhum School, i Dannnali . 16-0 Barisal Zila School. 
Madhoprawad =. . 1-4 Canning College ” Baokim ; 
» Debidayal F + 15-8 Jubbalpur Colleginte School. chandra . 17-0 Metropolitan Institution, 
Linton, Blinche - Calentta Girls’ Schoo!. 3 Branch. 
500 L., Mahabir Prasad 5 Jaunpar C, M. High School. Fy Bankim- h 
Madhao Moreshwar Jawdar .17-4 Nagpur City Schoo! chindra 18-3. Janai Training School, 
MadhoLal. —- TTeo Meghiubad’ Govt High) 680 8 Hankim- 
School. chandra + 19-3 Ravenshnw~ Collegiate 
Mabadeo Krishna Gurjar School. 
Padhye ears Nagpur City School, " Bhabataran «16-2 Birbhum School. 
Mahadeva Prosada nares Collegiate School. 9 Bipinbilmri «19-0 Nabadwip Hindu Sebool, 
Mahanti Ramanath sre Zila School. Ps Chandrablu- . 
Mahbub Hussain . : of shan + 15-0 Kandi School. 
Maiti, Niranjan. 18.0 Ripon Collegiate School, ee Chandrakanta 17-0 Burdwan Muntsipal School, 
| Umeschandra 217-0 Minapur Colleginte School . Chintaharan. 17-0 Habizanj High School. 
216.0 Bogra Zila School. rs Debondranath 17-0 Behala H. C. B, School, 
510, | Kaliprasanna Ne ‘i Haralal 18-0 Commillah Zila School, 
» Srikanta. ” Harendra . 
Majomdar Anudicharan Zila Schigol. krishna, 14.6 Hindu School, 
« Brajasundar «15-0 Rajshahye Collegiate,| ? ” yaskan’ 16-0 Ditto, 
Se 590 * Haridas 17-0 Ditto, 
» — Gangacharan —« J462-Bogra Zila School, 5 Harinarayan, 16-3 Rampurhat School, 
ts Hloginte School. 7 Haripada 16 Kalina Maharaja's School, 
% Munindrachandra 1, B. Schovl, Hs Hiralal —. 17-0 Metropolitan fnstitution, B, 
 Rajanikanta f Banwarilal Branch. 
i ‘ Jaminikanta. 16.6 Bangabasi Schoo!. 
Ta Rangauath . School, Cooch: ” Jibankanai . 16-0 Hindu School, 
5 ws Tnunendra 
» — Saratchandra Ditto. molan — . 17-5 Noalchali Zila School. 
620 Satischandra 14-0 Santosh Jahnabi School i Jnanendra. 
Malliks, Indumadiab 16-0 South Suburban School, nath. 16.0 Metropolitan Institution, B, 
Bhowanipur. Branch 
w» Sogotindranath « Maldah Zila School. é Jogindranath 13.0 Manikganj H.C. B, Sehool, 
. i vhoprasad Deogurh School. i Jyotindm.- 
i » Rasiklal General Assembly's Insti- nath + 17-0 General Assembly's Lustn, 
tation. 600 > Tyotindm 
F Mandal Hrishikes +17-0 Pakur M. hath, No. 115-0 Hare School. 
in ara 5 K 16-3. Hughli Collegiate School. 
, t . Satischandra - Kiranchandra 14-0 Ripon Collegiate Schwol, K. 
r = Manuk, P. P. C. + 13-7 Doveton College. ranch, 
| Marston, Grace 1. Girls’ School, " Krishoaber 16.5 Metropolitan Tustitution, 2, 
| jraneh, 
530 Mata Prasada ginte School. ” K shotra- 
t Mata Prasad hool. mohan —. 17-0 _ Rangpur Zila School. 
Maulik, Satiechandra 26 Lalitmohan 17-0 Ripon Collegiate School. 
Mazharul Haq Branch, 
\ Mehta, BB. a Mahendra 
nth +160 Oriental Seminary. 
t Michail, J. # Mabimeh an- 
i, Michell, R. T. dra. — . 15.0 Nabudwip Hindu School. 
t Mirza Mubammad Faseoh ¥ Manmatha- 
I Wises, Bajjnath, 5 math 16-0 Metropolitan’ Institution, 8. 
t » Budbsen . ranch. 
} 49 3, Pandit Gokuranonth 26. i Nagendra 
» Pramathanath . path 16-0 Bhagalpur Zila School. 
% Ramballabh 610 “ 
‘Misra, Sadasiva +163. Canning College, ie aeolian 
Mithaulal, Bhargava +17-0 Ajmere Govt. Cellege, i Noukluli Zila Sehool. 
F Mitra, Anantanath =, 2 Mymensingh Zila School. ” Burdwan Municipal Bchool. 
wy Harendralal a 10 Metropolitan lnttaton, FA Peeve cub ee 
aridas Konnagar Schoo Chandra ishnagarCollegiateSchoo! 
Harigopal 18.0 Kyekala H.C, B, School, s Radhabal- * 
Jajneswar 117-0 Victoria Collegiate School, labh + 18-0 Searsole H. E. School. 
t 650 ;, dnanda .  . Bethune School, ” Radhika 
» Jogindranath =. 16-2 Ariadaha School. prasad —. 15-4 Hugbli Collegiate School. 
» Kstdinagopal «140, Pun Raj Collegiate! ” Rajanikanta. 10-0 General Assembly's nets. 
} o Hakbaldns' . 16.0 Utiarpare Solid 
# Mehendrakumar, 140 “ri Institution, " Ramkesah . 18.0 Private Student, 
»  Mrityonjay 6 Ditto B a Sadhucharn 10-7 Hi ia Tonia. Chander 
» — Neipendralal +15.0 Mavopain Institution, 8] 620 ” Satischandra . 14-6 yur Zila School. 
Branch. He Satkari 16-0 lec ia Bb 
» — Satischandra - 16.0 Jamalpur H.C. B. School, : Siddheswar . 15-0 Hu ti Branch Bohol 
} «Sutyasaran =. 14-4 Chandernagar School. 7 Surapati_ 17-0 South Sab. School, Bhor 
*) Srishchandra =. 16.0 Now Indian School. é Surendra- anipar, 
ay Eaten ‘ krishna 14:4 Ravonshaw 
3 Tarapada Collegiate! 
= a5 Surendranath 17-0 
Mitter, Sophin <a. Private Studentae 
‘Mohd, SaukatAli Khan. 18:0 Moradabad Government} -4 Sureschandra 16.0 
oo in oul. * Sureschandra 17-6 
Moinw! Huq. =. 17-2 Monghyr Zila School. 
‘Moore, P. . 4 » « 16-8 St. Xavier's College. Tarapada =. 1541. 
Mubstunad, Fash Uddin + 26.0 mene 
* Vilah pada. 17-8 
it, < + 18 630 


Shafi. 





yur Rahman 
” Nol Toda 


2s ee 
et a eae 


‘Patna City 
‘ lige Dertabgtl High Schoo, 
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Mukunda Rom Ghost. 18-0 Jabbalpur Golleginte School 720 
Munna Kall 17-0 Auale Mision Hit 
Mastafi, dranath + 16-0 Ranaghat H, A, V. Soli 
NoMa. Cie) Nemes Mackie 
Rashid School. 
Nag, Bimalananda + "18-1. Dacea Motel English Schoo! 
», Nisikanta +. 17-1-16 Dacon Colleginte School. 
G40 Najmul Alan. 5. 17-8 Hughli Collegiate School. 
Nandi, Mahendranath 1165 Ditto, 
Raonzalal +190 Ditto. 
+ 19-0 Bareilly High School. 
115.0 Patna City School 730 
+ 17-8 City School, Nagpor, 
Nesopaniere mia Hardas 17-7 Ditto. 
Narayan Dajiba paraigennieer 1 16-9 Ditto. 
Nath, Snevbend +409 Keishnagar Olloiate Bhoo 
Saraday peed 110.0 Hurinavi A. 8. 
650 Nathuram ,. |. 18-8 Aligarh Govt, te shook 
Nawaratna Lal. + + 16-0 Gaya Zila School, 
Nazir Uddin =. | 18-4 Allahnbad Govt. High) 
Schoot, 
Nicholas, R.A. +158 Rangoon Govt. High School! 740 
Niyogi, Jogindmprasad. — / 16-4 Dinajpur Ziln School. 
Semntnn «16-0 Santosh Janbabi ool. 
Noronha, 2. . + 17-0 St. Francis dé Sales’ School, 
Nagpur, 
Ollenbach, R.. . . - 17-5 ra a City School. 
Balt Pannalal . . el ~ 
Gobindachandra: 
650 Harvkumar . 
» =~ Hiralal . Higitt Chile 
)) Kaliprasanna Baraat iovt. School. 
» Purosbottam ura Zila Sehool. 
» Sanatkumar . . Sitpur H.C. School. 
7 Saradasandar é Commiliah, Zila School. 
» Srischandra . Bhagalpur, T. N. City 750 
School. 
Palit, Biharilal Hindu School. 
« Gopalchandra Mahisadal School, | 
‘Panda, Brindabanchandra Balasore Zila School. 
670 Pandit, Jaynarayan Allainbnd Govt. High 
School 
» Sangwnlal Chack — 21-0 A, MF, M. Centenial High 
Parhi, Dasarathi « + 16-0 Balasore Zila School, | 
Parusnath + 1146 M.A. A. School, Patna, 
Patnaik Dharmanando, 150 tien Collegiate 
760 
Poreira RT... 17 Kandy, | 
Palak, Kondo Mubadeo 118-5 Indore English Madrara, 
Prabhu Kumar Takit 217-4 Janopur C. M. 
Pramanik, Figeitbons 17-4 Rajagram A. 
Rasamay -2 
68) Premlal Shab Banjo 
rive, C. 8.» . 
Parushottam Ganesh PL 
Vurudhottumn Sitar Deva | 17-11 City School, Nagpur. 
B, Dargndayal Saigul [15-1 M.A. O. School, Araritear, 
Radhalerishn Benares Collogia 
ybur Kishore Patna Collegi 770 
—— Narayan Kumar . Mozutfer Zila School. | 
Rai, Krishna Bi Chapra "Bila Sahoo), 
‘Raj Kishore . . Palamow G 
OG Ramohavitra Priced. Bonares Collegiate School, 
Tal. L. M. College, Bonares, 
Ram Dayal . . Mattra High Sehool. 
Ram Narain Ress Shahjehanpur High School, 
Rama Narayana. Muttra High School. 
Ram Sweru) « . Aligarh Govt. High School 
» Henares Collugiate School. 
A Faridpur Zila School. 
. Khulna Zila School. 
Birbhum School. 730 
Puri Zila School. 
Gays Sahelian} Seboul 
Habigan} Tonttution. 
‘Academy. 
Hindu Scivcol, 
Dacen Collegiate School, 
Chatra 11.0. E. School, 
Dube High School 
Maldah Zila School. 
jaskati H, E, School, 
Ripon Collogiate School. 
7-6. Ravenshaw Collegiate School 
‘+ 16-11 Vistoria Collegiate School, | 790 
{15-9 Nabadwip Hindu School, 
14-9 Mymecsingh Zila School 
148 BankurnZile School. 
ila School, 
f Zila School, 
- S.Tusitution, Bhowa- 





Ray, Nalinikanta. 
Niberanchandea 
Nikhiluath 
Nripendranath 


Nrisinhaprasad 
Prithwischandra 





Pornachandra 
Rajanikanta 
Rajendrakisor | 





Htomexchandrn 

Snaisek har : 

Esterbaatra . 

Syatnacharay 

escliandra 

» Taraknath 

» Tarananda sy 
Tarapoda | 
Umapada 








. 15-10 Kandi School. 

+ 16-2 Barisal Zila School. 

Berhampar Collegiate School. 

South = School, 
‘Bhowan’ 

Nabadwip indi Sehodl. 

L. M. 8. Institution, 
Bhowanipur. 

Benares Collegiate School. 

Hazaribagh Zila School. 

Mymensingh Institution. 

4 Birbhum Sehool. 

F.C. Institution, Caleutta. 












Metropolitan Institution. - 
‘Jaunpos GM. High School 
Pagithat H. C. E, School. 





Uaychaudiust, Debendranath 16-0 Dee. B 
‘ Mahan lal Barina H. 0. 
” Nilmadhab . Jessore Zila School. 





Roberts, M.B. 
Robertson, Ey 


Russle Amy, C. 
Rymor, 0.0.U. . 


Saadabul Fazail 





Sadhn, Rajendralal 
Sadhuichan, Phakirchandra 
Suha, Bamacharan 
Kedarnath 
Sahay, Banamali . 
w Chaturbhaj 
 Haranath 
 Harinandan 4 
Swheb, Dayal 


Sakti Narayan Varma. 
Saligram Vidyarthi . 


bandhu 
igendranath 





Samanta, Ja; 





Samsen Das 
Sangamlal Kapur 








Sant Das 
Sanyal, Harinath ” 
+) Kisorilal 


Nrityagopal 
Savadaprasanna 


Satischandsa 


Sarkar, Annadacharan 
Asutosh 


Chunilal 





Havidas 
Haridas 
Jadunath 
LS a 
lipada 
Keneshendre 
Mukundalal 
Prassanakumar 


Rajondralal 
Sanbbushan + 








», Tarinicharan 
Sarkies, W. A. . 


Sarma, Baikunthachandra 


») Bishnukanto 
 Ranichandra 

Savnakar, Nagendranath 
Sayyed Hidayat Ali. 


Soigley, GS. 9 2. 
thar che . 










Harusat Government School. 
Rutlam Central Coll 


ope 
TaMartiniere Colle, 

















Dov Be 

‘St. Ivstitution, 
Chandernagar. 

Diocesan Girls’ * Sehoo!, 
Naini Tal. 

LaMartiniere College, 
Caleutta 


Calcutta Madrasa. 

Hughli Collegiate School. 

City Collegiate School. 

Dacea C Jollegiate Schoul. 

Pakur H. E. Schoot 

5 Mozufferpur — Makerjeo's 

Seminary. 

16-3. Bhagalpur’ Zila School. 

+ 19-0 Monghyr Zila School. 

1+L Patna Collegiate School. 

+ 10-8 Benares Collegiate School. 
20-3 greg Govt. High 


1169 Whee, AL Ye High 


School, 
+ 146 Searsole H, B. School. 
17-6 Burdwan ” Raj Collegiate 


. 15.9 Ravetehew ColleginteSchool. 
+ 104 St. John’s College, Agra. 
+ 18.6 Patna Collegiate School. 
+ 17-0 Lenares Collegiate 

: 15.0 Serampur Union Institution, 
+ 15.0 Borhampur CollegiateSchool. 
+ 18-0 General Assombly's Insti 


tution. 
+ Kuma‘khali H.C, E, 
School. 
+ 16-7 Mahisadal H. 2. School. 
= 16.0 South Subarban School, Bho- 
wanipur, 
. 1540 Jamlpar H.C. E. School, 


+ 180 Kiulna Zila School, 
+ 16-11Berhamper Collegiate 


» 184 Bete H. E. School, 
+ 174 Patna oe '@ School. 







































+ 16-2 Benares B. P 
+ 17-0 Pabna Zila School, 

+ 21-3 City Collegiate School, 
+ 17-0 Contai School. 








» seadeing, 


Bankipur, 
«10-0 Temlale Hemilton mang 
Mo aCe College, Cal- 


+ 206. ssh” overnneat High 
- 16-5. Sibsagar High School. 
sh School. 


+ 18-4 Bareilly Hi 
6-0 Ranaghat H, A.V. School. 
Government 


- 18-4 ones 








Sen, Bidhubhashan 

‘Birendrachan: 
Brajendrakomar 
Chundrakisor = 


» Chittraranjan 
Dhankrishna 


» Girischandra . 


» Harendrakumar  - 


» Hoemchandra . 


» Jamini a oy 
» Jogindranath . 
Kalachand . . 


810 





» Lalitmohan 


» Lalitmohan « 
Madhusudan’. 


vy Manasranjan . 


” Sahayram . 
Fatischandra . 
tischandra 
Satischandra 
Satischandra 
Sengupta, Rajkumar 
Set, Nanigopal 
Setbna, D.C. : 
Shafi Ahmad Khan 
Shahawat Hossain 
Shaik Golam Jilani 





Shankar Laxman Gokhale 

| Sankar Madhao Harkary 

Sootaramkrishna Joshi 
|Shiam Sundar. 
Sheo Narain Lal. 
Sherapat Hossain . 

Shiva Varana Lall 
$40 Seddeq Ahmad 

Sikdar, Bidhubbushan . 








Sil, Akhillrishna . 

> Benimadhab . 
Sinha, Amritalal . 
v Atalbibari + 
Bholanath =. 
» — Brajendrakumar 
© | Darpatharayan « 
3) Debendranarayan 
Debnath . 
* arides « 


Hiralal 
Reeth. 





Atedatalah > 
‘Abdou! Rahinan + 
Abdul Ali + 


Abdul Hakim 
Abdal Hamid 


20 Abdal Majid 
Abdal 





Mohamad  Fasib 


adion 2 





+ 15-8. Birbhum School. 
Al nee 's School, Cooch-Be-| 
17-0 Abdul eran Free School, 








“17-0 Rajehashye Collegiate| 

= 16.6 Bangabasi Schoo! 

“17-6 ‘Burdwan i * Collegiate, 
School. 

+140 Manikgunj H.C zg 


.14.0 Noakchali Zila School. 
17-11. K. Ghosh's Acaderay, 
Bavicipur. 
+180 Mouikganj H. ©. 
hoo. 

«a Bethune School. 

"15.0 Barisal Zila School, 

7180 Hindu School. 

Noal ila School. 

Kulia H. E, School. 

Hare School. 

Motropolitan Institution, B, 
Branch. 

Brajamohan 
Barisal, 
Kalin H. Be School. 
South Suburban School 

Bhowanipur. 
Albert Collegiate School. 
Barisal Zils School 





Institution, 


School. 
Dacea Culleginte School. 
Mughli Branch School, 
a Zila Se 

idpar Zilo 
Dacca Collegiate Seh 
nath Collegiate School. 
Collegiate School. 

116-2 Hughli Collegiate School. 
{16-10 St, Xevier’s College. 
‘ATA Canning College. 

- 16-0 Baruri H.C. E. School. 
220-0 Mozufferpur 
Seminary. 

+ 17-5 F.C. Instn. Nagpure 

at 7-20 City School, Nagpur 
















‘Mukerjeo’s 





F. C. Justn., Nazpur. 
rea Barielly High School. 
"150 Patna City School. 
$18.0. Tamluk Hamilton School, 
137-0. Arral Zila Schoo! 
118-10 Sultanpur Zils School. 
160 Bardwau Raj 
Schoo! 
Metropolitan Institution. 
Haghli Branch School. 
Haghli | ollegiate School. 
Bhastara School. 








+166 
+ 16-0 





war Zila School. 

Collegiate School | 
li Branch School. 

Gayu-Suhebganj School. 

Bantra School. 

Hughli Collegiate School. 

Kandi School. 






Kendrapara HL. B, School. | 


Ssconp 


Collegiate) 900» 
«. Kehetrabbushan Prasad 18-0 age cil Shoo, 
Di 


s kis 
o  Kowleowar 
” shotranal 
»  Nagendranath 
» _Ramanath 
860 [| Ramaprasad 
Srinibas 
Siraj Ahmad 
Som, Bimalacharan 
ny, Rajaninath 
Stark, W. J. . 


Stevens, R, 1. 


Sukh La! Panday 
Chain Nath Dar 
Sukul, Bisweswarnath 


870, Mahndeoprasad 
{) Ravhunandan 
%) Sambbunath 
Sumer Singh 


Sur, Anantaram 
» Gangadhar 
Surajnarain Lal 

Syed Abdul Sulek 

Syed Abul Hassan 

Syed All Mohsin. 
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y 16-1 Jalpaiguri Zila School. 
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16.9 F.C. Institution, Nagpur. 
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Atulchandra’ 17-8 Uttarpara School, 
Atulkrisna 16-0 Ripon Collegiate School, 
Baidyanath 16-8 City Colleginte School. 

+ 17-0 Ripon Col. School, K. Branch| 
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Amish Bliss eee aes Shillong H, E. 
School. 
Ange, BJ, + «16-10 LaMartiniero College, 
Calcutta, 
AsPoNyoon «168 Bt. John’s Coleg, S. P. G, 
‘Rangoon, 
Aristotle, J: 9. 0. «+ 18:0 Mirzapur L. M. 8. High 
School. 120 
A. Singara Chatloo 
® Asa Nand Awasthi . - 19-6 Hardoi High School. 
Ayodbia Prasad + * . 17-6 Barabanki High School, 
‘Ayoodhia Pravada +2000 Lahimpur “Govt. High 
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Bebalal Pande . - 16.6 Jabalpur Collegiate School 
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we" “Peamathanath. — 1170 Metropolitan Tustitution 
B, Brauch, 1 190 
« Rasikchandra «16-10 Nattore Manicipal and 
Rashid School. 
Bahadur Ali . . 21.0 Behar National Institution, | 
60 Bahadur Ali . . «18.9 Alwar High School. 
BahadurTall “17.6 Benares Collegiute School. 
Bajirao ee Mandloi ; 19-5 Private Student. | 
Baron . + 18-5 Lehar National Institution. 
Gera «19-0 Arbella J. V. School. 
Raatibari «=. «17 Burdwan Raj Collegiate 
School. | 
» Tarnknath — «17.0 CMS. Boarding, Sshool, 
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. Sylhet, 10 
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A Asutosh + 16-0 Daulatpar 1. B, School, 
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vt Kumar. 16-11 Ranchi Zila School, 160 
ee +17-0 Naldanga Bhushan School, 
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» Biborilal . 18-0 Nivodhia H. E. School. 
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ee krista. 16-8 City’ Collegiate School. 
Fl Binodbihari 162 Madaripur H.C. B. Scho 
‘i nai .17-0 F.C, Institution, Caloutta. 
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nth. 20.0 Jaynarayan's College, 
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i Gobindas 
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” Nagendranath =. 15-0 Oriental Semin 
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i Pramodchandra. 15.0 Hare School. 
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“ Suprasanna . 15-0 Metropolitan Institution, 
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F.C. Instn 

Serampur Union Instn. 

St. Mary's Instn., Chander. 
bagur. 

Chandernugar School. 

Farakkabad Govt, School. 
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Tamluk Hamiltou School, 
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School, 
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Susilehandra . 16-0 Bungabagi School, 
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ranath + 18-0 Farid par Zila Sehool, 
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School. 
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Gupta, Benkubihari | 117-0 Sylhet Gort. School | Sebamed soe srry RI 
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faridas «|. «17-8 Kesub Academy Aotisaroop Bhatnagar. . 17+ ‘0 aint 001 
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School. 920 Kulkaprasad 1). 104 Hardoi High School, 
‘Trailokyanath - 16-9 Monghyr Zila School, | Kallyanjprnsad 119-4 Ghazipur Vietoria School. 
joteSabay . “ee Durbhanga Raj School | Kaloo Singh, R, . . 17-0. Jabbal pur Oy My High 
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fy Saladhar Parjava Mukundnath H.C Tsmmpbiassiags ? 516 Bangubusi Schoo 
E, School. Mathurwuath =| 119.0 Murarichand ‘High Schoo, 
Talraina P. Gopinathpur Sch Syltst. 
Ratan itn. y Piyarimolan 186 Ditto. 
Hannay, W. St. Jobn's College, 8. PB. Karkun Chaudrakanta 20.0 Rajshahiye Collegiate Soho. 
Rangoon. Sarmakar Ekkarilal . —". 15-8 ‘Hughii Collegiate Sebool, 
Hasumay Prasad. + 165 lin High Schoo, » — Lutbihari 4/190 Nawab's. High. Schoo 
foe le Ralllawohan 16 Rajni tolegiads 
Har Dayal : x hlawcchan «20-4 iahiye Collojginte Schoo! 
870 Hardinge, B. H. . . + 16.0 Sagar Collegiate Sho 
+ 21-0 Dacca Poona, School. 
er ee a Panday | 517-9 City School Ni 
Hori Pandurang Klamaler F.C, Institution, Nagpu Koshiksishn Narayan. 17-3. Castailip-Collegs legslenow, 
Har Narain Prasad ‘1-9 Balrampur Lyall Collegiate K Viehinw Ki 216-8 Jaunpur Zila School. 
yom School.» i +0 Hugh Collegiate Shoal 
‘Har Prasad oo. 18-0 iobiineer rennet 
igh line) Sumipue Meek 
Har Prasad... «170. Augen Oolleginte School, Khan, Vilkar Vinoyak Bal=21-0. Indore English eh 
Haris, HS + +5180 Government High “Schoo, rea 
aulinein. tri, Harishankar «410-11 Privat 
Private Student, Khem Chandra Ramchandra 167 -Gity Bel Sate 
Homan Walooned 1. 950 Khoda Bulbsh st 
Hatem Ali Khan Cooch| ——-Khriahnaji Vishnoo Kukde 
Behar. | Khunoa Jugol Kiskore 
880 Holding, Bmilio- — , . 4 Si Jowphs Couvent,, Khushi Han is 
‘Maulmoin. | pores Lal 
Har Nastin - 17-0 Bareilly Hig School. | ry Kallian 
Hedalnaebes 117-8. F.C. Institution, Nagpur. Udngeliaudre 
See 120-10 Amritsar Boys’ Schoo Kole, Bibarilal 
Hodges 8.” 7 Gn” sih0 » | Bikkarilal 2 
| Kowar, Dobondranath / 
HotiLall , .. —. ~~. 180 Aligarh Government High) 960 Krishua, Behary . 
4 School. » Pratap ° 
Hridaya Narayana ©, 18-0 Moradabad —_ Government ‘ Bibavilal 
: High. School. Keith, Nand Joahi 
Hrgovinds Rama .100 Ghaxipur - Mission High 
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Artie Ali. * 
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«18-9 \Chapra Zila School. 

- 18-0 Meernt C, M. High School. 
119-8 Fyziind Government High 


7-8 Jabalpur Collegiate Schoo! 
8-3 Ditto 
war Zila School. 

7-0 Dumke Zila School, 

7-4 Jabbalpur Collegiate Schoo! 
TE city School Ni 
117-6. City School, Nagpur. 
200. . Gs Instn, Nagpur. 
+ 20-0 Agra Collegiate School. 
{21-11 Mainpuri Mission 


School, 
+ 16-9 Azamgarh C, M, 
School. 
+ 17-0 Gaya Zila School 
+169 
+192 


+ 15-0 
+190 


High 
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Magan Vihari 
Mababir Prasad 


Muhabir Proshnd 

Mababis Broshad Dat 

Mahndeb Pershad 

000 Mahadeolal. 

Mahanti, Anandachandra 
»—Niranjanprasad 

Mahara) Sebay “4 

Mal 


Gaya Zila School. 
Kendrapora H. E. 5 
RavonshiawCelloginte School 
ur Zilla School. 
igh School, 
ort. High 
F.C. Instn, 
Berhampar 
School. 


Maitea, Durgadas . 
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Makhanlal = Maharani Sarnam 
School, Ulipur. 
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E. School 


+ 21-0 
16-6 


Prosannanath 
Tang | 

Muharani Sarmamayi: 
School, Ulipur. 
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al School. | 


Sitalohandra 
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Thor 
TOS. Bev Renin 
+1910 Pr ‘ate Stade 


M wkunduath UH 
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117-3 FB. 
lho Roni 
118-7. Mymensingh Ziln School. 
115-0 Gnubati H le 
17-0 Pabna Zila Schoo 
Tyotindranath 17-0 Burdwan Raj 
School. 
Tyotirmay +. 21-6 Private Student, 
Kalnargn “re Bhagalpur Zila School. 
ih Majehnhye Collegiate Sehool.| 
Tskatiniohandrs /10.0 «Geshats ‘High School 
Manikchandra  +18-0 Chaturohar Sambbunath H 
E. School. 
«16.3 F.C. Institution, Caloutta. | 
717-7. Kishoreganj High School. | 
216.0 Rangpur Zila School. 
115-4 Bhagalpur Zila Schoo}. 
+180 Sagathallabhpur HO. 
School. 
200. Prigate Student. 
“210 Agra Calley 
Ripon Colle 
£19-0 City Collaginte School. | 
224-6 Hindu School. 
+ 17-3. F.C. Institution, Chinsurah, 
L. 4,8, Institution, Bhow. 
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Tawarchandra 
Togindranath 
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Nagenimnath 
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i High Sol 
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26-0 Bhadrak School 
8-0 Bhagalpar Zila Schoo). 
te 0 Agra Collegiate School. 


011 Spar 0, M. High 


20-6 Jay ee College, 
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ool. 

15-0 Hughli Beatich School, 
-165 Kalighat H, E, Sebool, 

+ 15.0 Sanskrit Collegiate School. 
+ 18:0 F. C. Institution, Chiniay: 
-16-0 Oriental Seminary. 

5-2. Ripon Collegiate School. 
80 kh 
+ 17-0 Shahjehanpur High School. 
Debendranimmyan | 16.0. City Collegiate School 
Dhanindranath + 17-9 F.C. Institution, Chingurat, 
Dukarinath ‘ u Patna Collegiate i. 
Horadhan : Metropolitan Institution. 
Harisehawles 0 F.C, Inst jon, Caloutta. 
Hemebande 5-0 Bogteae Mole! English 


isl Marina A. 8, School. 
+18, Cig Govt, 
Sel 


Biaweawnrnatlt 

Gaya Datta 

Tagadiasanker 
jagannathprasad 


Mathuramohan 

» Sasinath 

1070 — ,,  Totaram Chaturvedi 
Misree, Lallsanghi 


Misree, Lal 
Mitra, Abinaschandra 


Abinaschanjra 
Abinaschandra 
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Basantakumar 
Bijaykrishnw 
Dipinbiliari 1 
Bipiabibari L 
Charuchandra =, 


1080 


Hemnath 
dabohandra High 
Ripon Collogiate School 
217-0 Hughii rhe School. 
+ 18.0 Ghazipar Victoria School. 
+ 18-4 Allahabad As 
Preparatory 
11 Magnes H 
Gaya Zila Sehool. 
Krishnagar 


Jogindranata 
otindralal 


y 
Nagendra 
hanath 
Ramanath Metropolitan Institution, 8. 
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Sachibbushan Caleutta Jubilee Ins 
Sudeive . ) 1150 LM 
Bhowanipur. 
Sancthuaar A. Ceutennin! 
fndian School 
Ahatad Gort. High 


won git School. 

School, 
Metropottan Institution. 
Private Student, 

11410 Halisabar H.C. B. Sehiol. 

+17-0 Yolinipara  ” Bhadeeswar 

School. 
-16:0 Ranchi Zila School, 
+200 Cawnpur Zila School. 


+180 Nawgong Cant High 
School. 


Sutischandra 
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Sisirkumar, 
Surendranath 
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Umakanta 
Umapada . 
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Mohad Yayar Husain 
Mahomad Khan Suimball 


Mohan Lal + + «170 Agra Collegiate School, 
Mohondra Navain 5-8 Duthhungn Raj Schoo! 
Molomed Mushina 6.0 Arnith own School, 
Moreshwar Shanker Bakley .16 6 City School, 
Moron Venkatish Gharpure . 17-0 Dit 
Moti Buby : “ns Ditto. 
Moung Buh 1-6 Bangor Goveroment High: 
1120 Moung Bah Lhine 18-9 ai Paty High School 
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Bwin a Bes 7 
wae 1S Ak "deraalant ‘High 
18-8 xexe Government High 
Goyverinen it High 


* Boarding School, 
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juhammed Abdussuttar 17-7 Bhagalpur School. 
Mebammnd ‘Akhtar. 417.0 ana mur High School. 
Muhammad Al. =» + 20-3 Gudhiana ion Sel 
Muhammad Badar 17-0 Purnea Zila School. 
Mohammad Foreeduddin —-. 19-7 Private Student, 
Mubammed Hobibolambia 10-4 Hume's High School, 
wah, 
Fayst =. «21-5 Behar National Intitution. 
creme Ey +180 Behar HE. School. 
+17-0 Rai Bareilly High School 
216-4 Canning College, Luckno 
Mubammad Isa.» - 16-0 Arrah National Instituti 
Muhammad Jamiluddin =. 18-0 Canning College, Luckno 
Muhammad Kazim Shirazee .18-4 F.C. In mutta, 
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cere x taj 
ead Latif =. 187 All sha Govt. High 
School. 
jahammad Majill + 17-0 Chupra Academy. 
1160 Mubamsed Mehdi - 16.0 Purnia Zila School. 
Muhammad Nizam Ali - 18-0 age, Collegiate School. 
Mohammad Nur 117-0, Ghazipur Mission H. School, 
Muhammad Sayeed Khan. 21.0 Dinnpur Aided School 
Muburnmad Shafee +18.0 Ghazipar Victoria School. 
‘Muhammad yt an sa) Woot 17 Betar HC. School. 
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| School. 
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: Batakrishna 140° Shibpar H.C. E. School, 
5, Binodbibari 17-2 Barbanagay Schoo! 
uy | 4 Bipinbihari . 16.9 Barisa H. C. K, School. 
‘ Birendranath 16.2 Uttarpara School. 
2 Chandya 
Vhurhan * 16°11 Krishnagar Collegiate School 
; Charuchuudra 13-7 South — Suburban Sehool 
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» Debendranath 16.0 Santipur Municipal School. 
Fs Debendransth 15.9 Burdwan Raj Collegiate 
School. 
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* Gopalchandra 18-7 Albert Collegiate School. 
oh Gopaldass «149 Hume's High — School, 
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ja 18S o 
. poet sie 
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“ fe: Hlomehundra 17-8 -Dasea Collegiate School, 
“ en i + 17-0 Haliwhar H. ©. E. Sehool, | 
11% » Hrishikes . 18-0 Mgeekon Institution, B,| 
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School. 
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Nagendranath 17-0 City Collegiate School, 
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chandra . 17-0 Monghyr Ziln School. 
” Nasiran =. 17-0 Nibodhiu H. C, B. School. 
” N + 19-0 Bajrajogin’ H. i, School, 
" 116-0 Dacoa Gollegiate School, 
| prasad. 16-6 Kelna School. 
1220 ” Paresnath 19-5 St. Maray's Institution 
Phan indra- Chandernager. 
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School. 
” Phanindra- 
wath + 16-4 Allahabad Government 
High School. 
% Prabalchandral9-3 Uttarpara Sehool, 
i Prangopal .16-8 Krishnagar Collegiate 
School. 
Pulinbihnri , 18-0 Sodepur School, 
Rajendralal . 17-0 Nimta H.C. B. School. 
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School. 
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mn Satischandra. 17-9 South Suburban — Sebo 
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” Satischandra. 15-7 Chapra Academy. 
” Satyacharan . 16-0 General ere ta Tost. 
¥ Sitinath © .17-0 Hatuganj School. 

Supulchandra 16-8 Howrah Govt. School. 
ii Surendralal . 17-0 Hindu School, 
Surendranath 16-9 Gobardanga H. E. Schocl. 
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4 oar 1, Government "17-0 Tefeeadl Collegiate 
ustomja 1360 Ram. Bhatta’ . ‘ p 
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. . al von bia re] Y 
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a ph 2 chitin 
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Asutosh + 16.0 Howrah Govt, School. Rampratap . ue gratia sk sh School 
Atulbihnri +146 Hindu School. | Ramasraypershad” = jp. Aurmnpnr School, 
Chandicharan 1149 OMS, School, Garden| Ramswarup se 15-0 Senapte Zila School, 
Reach, Rawswarup + 1800 ‘ool, Jody 
Dinsbasdin , +197 Pabna Zila Sehool 1970 Ramavadh Panre’ 3g parbar§ olleginte Sehoal, 
Duy wil Ramchandra Loxman Gokhale 10-0 Private Studeey 
Gi dra \ isla ltstehnads Moreshwar 
ool. : Verdhy s , 117.0 BOT 
Haid. +160 Nawabgn Sridhar Ramehatn | {TITS Rumen High nee 
Bansil! a School. Ramchand Vidyarity + +17-6 Lahore D. A. V. School, 
i + 16.0 Mugkalyan HB, School Rama + + 15.0 L. M. College; Benareg, f= | 
Trane +190 Sylet Govt. High School. Ranaayal 5 HERO Agra Collegiate Sehoal, 
J drat + 17-0 Private Student. Ramdularilal A . +190 Farrakaby bade ‘ission School. 
iin + 19.0 Uttarparah School. Rameshwar Dayal ==. 319.9 Gazipur Victoria School, 
Kedarnath ¢ £158 Howrah Govt. School. Ramihilwan Lal. |; 16:0. Chupea Zila Seheat 
Mahendrachandra +16-0 Dacca Jag. Coll. School. | 1880 Rarokrishoa Damodar Kalat! 
math iy +144 Howrah Govt School. 5 + + «17 Private Btudent, 
+ 19-0 Metropolitan Instn, B, Ren, R: + 417-8 Sagar High School. 
Branch Rampershad Bobidar 7 11g) Seenratie! High School. 
+ 16-10 Utiarpirah School. Romrachya Singh.) 117-0 Arrah Zila Sebo 
+17-5 Hindu School. Hecalanram + + $810 Hazaribngh Zila Sohool, 
+ 10-0 Chittagong Coll. School, Rat + + +180 Muttra High School 
+ 15-0 B.C, Instn. Chinsurah, Ranjit Bingkh «2188 Cawnpur Christ Chareh 
+18-0 Towa School, Midnapar, j 
+163 Birbhum School. Ratanlal +150 L. M. College, Bonares. 
+16-0 Hindu School. Routh Saratehandra +18-0 Ghatal Muniefpal fehool 
+180, Metropolitan Tustitation, B, Ravti Saray + 18-0. Govt. High 
ao rie sehoat, | 239 Bay Abionschandra ee 2s Pers jc Radba Taster 
Tyotindranath . 14.0 Ripon Collegiate Schoo n Abinascharan —. 16-0 Ruplal Raghunath Sohod 
eswar. =) 11506 Hughlt Breech Scloot, » Alshaynarayan 2 igey geablal Rag et 
Panda, Raghaonth — 17-2 Revenshaw Collegints Sohool » Annkulchandra 2 i720 crue Bone. + 
, Ramgoti + +182 Gorskbpar “GM. “High » Asutooh + 2180 haga Collegiate 
School 
dit, Raj Bahadur Nabru 17-11-2Athinoed Gort, High| vy Aswinikumar — , 15.8 Barisal Zila School, 
Saat Tal Schocl, » Buvmarilll’. 1 2200 Free Churol asta, 

» BrjaNath . 19-2 AL MLE. M. Contenni Chinsorab, 

High Sebo » Barantalumar , —, 16-0 I. M. School, Khagra, 

» Madho Prashad Sharghe 20.6 A. M. 3B. nial] » phgretpramd + «180 Mozaffery yur Zilla Behool. 

High School Luckuows é + +140 Maldah Zilla School, 
Pandya, Madon Mohan. —. 17.0 Jaynarain’x College, Benares,| 1400.” ere 2 3 Metropolitan Institution, 
» Panna < 13 O Jaypur Maharaja's College. : +176 ESchool, 
Paes ve Gitke Mission + 115-8 Dneea Pogoso School, 
a hae | » Debendranath | 10-0 Bangabasl Schoo! 
B20 Parsram, Krishnaji Waidyn 319.3 Indore Canadian Mission » Debendranarayn |) 17.6 South Suburban Sebool 
School. jowanipur. 
+17.0 F.C, Institution, Caloutta, +17-0 Piyarimohan Academy. 
+ 15:0 Maldah Zila School. +158 Bankura Zi shoo). 


18-6 Amta School. 


+ 19-9 Darbar School Jodhpur, 
+ 17-0 Keaab Academy, 


+ 15-2 Roberts Mem. School. 





Bede nultay * Heed? Testy College, Kani. s 14.0 Hinds Scool 
Pestonjee, Bezonjee Talaty :18-5 Lahore Mission 110 : 
Petrs, Wid. Rangoon Gort, High School Hridaynath =. 
ae 4 3 Mal Hein Govt. High, se 
» Hrivbikes : 
Aga Colt School. 
sens High Soi » Hangsaprasad + 1620 Bintbee Bakes 
n Sogindragopal 17-8 Vistoria Collegiate School, 
nkkurah Zila School. 
Mauiinein Govt, High Schoo! » Jogindranth .  , 140 ante Ry Collegiate 
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Jagannath. 


380 


Jugileo Sab 
say krishnalal 


Jaiwant Ganpat 
Tatmunaprosad 
Tung Babador Tal 


Seat Ulah 





Kallen Porshad 


9 Sapte, Harakumar 
Harimadbab 


Mahesheha 


Imogen Dutt Pani 


Jagannath Prasad 
Suyatoarain, Tal 

Sageshwar Sadnshera 
No Ill 


Kebeoraj Kisesncon : 
340, Kah Deo My 


‘vanalapati Joshi 
cami ier: 


»— Hemehandra 
»— Kisorimohan 
Ramchandra 


» — Saratehandra 
» _ Sasibbushan 
Gobind, Bhicajee Bhireoniar 


Ghosh Dimlasharan 
»  Biswambhar 
Choranbbushan 


» Snarendranarayan 
> Kailchandee 


ischandra . 
»  Satisehandra 


Mubeudmehandra 


+» 17-0 Bossy Mohan Academy. 





19-2 Burdwan Municipal School, 


) 190 Barmekpur 
Schou 


140 Haghlt Branch Branch Schoo! 
18.2 Jagannath Oulleiate hoot 
Runchj Zila School. 










Government 













School. 






15.0 Metropolitan Institutios 
18.0 Midnapur Collegiate School, 






+ 213 Bt. 
Chand 








Mery ‘© Institution 





16-0 Albert Collegiate School. 






18:0 Metropolitan Inet 
Branch, 
16-0 Oriental Seminary. 





tion, B. 














14-9 Kuchiakole Budar Tastn, 


16-0 Vacca Collegiate School. 






18.0 F, 









Tnntitut 


16-0 Dhank! tia hig 


16-0 Ulubs: 





©. B. School. 








150 General ey ‘eInstita- 
tion. 


18-4 Chandernagar School. 









+ 180 L. 


M. 8. School, Kagra, 


17-0 Ariadaha H. KE. " Seheol 
18-0 Sanekrit Colloginte Behool 
18-7 Teacher. 
‘3 Baranagar School. 
17-10 St. Shon's College, 8. P. G. 
Rangoon. 
16-8 Darbhanga Raj Schoo, 
+ 16-3. Farraknbad Mivsion School. 
1 200 Reueay Collegiate Beseat 










17-38 





18.5 Bt. 


:18-l Mymensing Institution. 


. ane. Ruplal Rughunath School. 
16-0 South Suburban School, 
Bhowanipur. 


+16-0 General Assembly's Instn. 
21.0 Private Sindent, 

“GH72 Serampur Union Institution, 
15-0 Jagannath Col 





ra, No. IL 18-6 


Hafizuddin Ahammad . 
Hajra Debondranaih 
Halder Bholanth 
Ganrgopal - 


thar Prasad, 
820 Haranarayan Subay 


Ditto, 
+ 16-8 Motropelitan Institution, B. 
Branch, a 
- 21-0 Munsiiganj Hi . 
13-0 Pandra H if School, 


F. C, Institution, Nagpur, 


17-11 Dhar High School, 
«2521 F.C: Instn.» Chingurah, 
9-0 Krishnagar 
110.0 Rajshahye 
116.0 Met 
Bi 


16-9 Sagar High School. 


































.-V, School. 
hye Collegiate School. 
oopoltan Institution, 8. 
: 














Assembly's Insta. 













Xavier's Colles 





















llegiate School. 









+ 16.0 Kandi School, “<a 


19.0 Badla H.C. &, Sehool, 
+180 Bho 


+ 18.0 aie 


170 Alig, Goverment High 


+144 Doveton College. 4 
+180 Aligarh Goverument High! 


70 Petraes Student, 





tral 
+ 15-7 Chapra Zila School, 


+ 17-4 Moradabad 
High Seboot 

- 21-4 Canning 

1997" Gorukhpar 0. 

a beso itution, Nagpur, 


+178 


By Mozuiforpur —-Mukerjea's 


Ditto. 
. ae Chapra Zila School, 


< 21-8 
are ames 
16-5 T. 


: ia 








122 Taher Private Student, — 






pur Zilla School. 
hated Kaynatha Pat. 























Government 








“HS 












ae 









Government High 









net 


aa 
Seti 





















Kar, Jam 





arin Uidin 
Klian, Hridayranjan 
850 Pratapchaudsa " 


Khoo Htoo Myin 


Kedarnath 


Krishoarao 


kor. 
Krishna Rao Raghunath Moltay, 


Kumar Baranasi 























Karta Pershad Chaubey 
Kauunga, Ganrgopal 











+ 16-4 Banda Gort. High School, 
122-0 Sylhet National Institution, 
118-2 Ruplal Raghunath School, 
118-0 Abdul Ganny’s Froe School. 
[16-4 Howrah Government Schoo! 
110-6 Nawahganj Sridhar Bans! 
har Sehool, 
+17-6 St, Paul's School, Rangoon 
.20-0 Ambala Mission High 


School. 
Madhava Karandi- 19-4 Dewas High School, 
Canadian Mission School, 


Indore 
L180. Jahanabed High § 





moban 

































































Kunj Behari Lall +19-8 Allghatad Government High 
nol 
Lnha Apurbakrishna +16-0 F.C, Institution, Chinsurah. 
dncharan 7-0 Ran 
Syawlal ) Priv 
260° Lah Phaw Shoo 0 Robe | 
Yala Dhurmachandra 2 Resi lege, Indore 
Lamb, . 16.0 Doveton College. ti 
Taxman Ganesh Sonuk | 20.0 Private Student, | 
| Lilathar Joshi. -20.0 Ramsay College. 
Loknath Tiwari 216.1 Arral National Institution. 
Luchmecnarain 1191 Private Studen 
f Madak, Nibaranchandra, 14-4 Halisahar H. &. School, 
Madbaw Ganesh Mangri 20.9 Capaliag Mission Schoo!,) 
udore, 
| Mahabir Prasad Thakur 519-1 Mozufferpur Zila School. 
870° Maieshwar Prasad 217-8 Chupra Zila School. 
Maitra Buanta Kumar! 152 Howrah Govt, School 
w»  Rakbuldas he 
Majumdar Abhaynath . STE No Gunlinda 11. B, Schoot 
» = Amritalal . 17-0 Metropalitan Institution, 
. Branch. 
» — Binaychandra 17-8 City Collegiate School, | 
Debendranath — + 16-6 sar Hvanchs 
Kawivikumar — , 21-0 nsingh Zila School. 
Kedurnath + 15-3 politan Institution 
Kumadinikanta 16.0 Teghoriy H.C. E: Schook | 
380 Manimnoban Hindu School, 
| Nuraynohandra Metropolitan Tnstitution, 8, 
ranch, 
+  Narendranath 16-0 Oriental Seminary, 
| Prssmethanati 9-4 dugannath Collegiate School, 
4 nal i 
os atria 13.0 Metropolitan Lustitution, B, 
Branch. 
Mallick, Bhelanath =. |. 16-0 Hughli Branch School. | 
T,, Debendranath =. 1426 Buniwan Mh nicipal Scoot | 
3 Peonalal 0 Hindu School 
Mandal, Bhabataran s Thomson 
800 | ,, Girischandra 8. School, Khagra, | 

3) Rebetranath = ur School. | 

* Natabar : hikolo Radha 2fstitu: | 

tion. | 

» Nrisinghaprasad Kalna F.C, Mission| 

School. ~ | 
s Kuchinkal Radbaeetn, | 

a % . M. School, Luéknow. 

Doveton College, 
Manok, J.T. A, . Ditto. | 
M. Asruff Ali Khah Sanseram School. | 
Mir Abid Hussain Alinhabad Gort. High| 
School. 

0 Mirza Forhat Hussain M, A, A. School, Patna, 

Misra, Chandrakanta Rajshahye Collegiate School 
>» dogindranarayan Pandra H. E, School. 
Murlidiar. Sutina School. 

Ramchandra Hare School, 

‘Mitra, Amarnatis Metropolitan Institution, 

gr Agutowh Hindu School, 

» Bbabadacharan . Ditto, 

{ Bhupatibhushan Lakehanath H, E, School 

nm Gopaldas . Alin abet A. BP. Mission) 

School 
410 ,,_~—sdiitendranath Merepeliian Institution, 
§. Branch, 
»  Twavennjan H. E. School, 
+ Nagendranath 8. Institution, Bhowa- 
% y nipur. 

» Nams v+200 Agarpara H. E. School. 
‘Rajendranath 0 Gen!. Assembly's Instn, 
‘Srivchandrs re Babaru H. £. School, 

LM, School, Midnapur, 
Pas School. 











Muhammad Abdul Ghani. 
‘Muhoinmad Abdal Ghany- 
‘Ali Absan 









Ayab 
Hanif 
Maseain 
Ishaq 
Komal Khan 
‘Tamizuddin 















” r 5 
Motianadal Howain + 16-0 
Mukhopadhyay, Abb 216.6 

nbedtenaa eo 






















1a Bonygat 


Narayanan} i Cx 


















































” Amritalal 15.6 Kalighat A. &. School, 
440 . Apuriaprukas 17-4 Sultanpue Zila School. 
» Bhntnath —. 16.9 Tanai Bohol. 
a Hinodbihari . 15-0 Sibpur H. 
" Binodbihari . 16.0 5 L. 
» Haranchandra 16-4 Gobardangn H. School, 
* ian 15+5  Hure School. 
” . 19-2 Uttarpara School. 
in Hardee $16.3 Hughli Branioh Séhool, 
iy Havipada, «27-0 Chapre Zits Geo 
< Vinath '127 City’ Gollegrate School, 
450 5 dranath 17-4 Private Student. 
ef Bidhenpur H. EB. School, 
” M. School, Midnapur. 
” i M.3. School, Baduria. 
6 Sil's Free College. 
Fs Nanilal 19-0 Bali Rivers Thompson's 
School. 
ri Panchanan . 20-0 Deograrh School, 
‘ Panch » 16-0 Balagarh School. 
; Rams + 16-2. Hare School. 
ks Ramnarayan «18-9 
460 BE Rashbihari . 16-4 
é Saratchondra .7-0 
Saratchandra 16-0 Private Student, 
Satixchandra 18.0 New Indian School, 
Satischandra 19-0 Daulatpur H, B. School, 
4 Surendranath 14.0 Manikganj HO. E, Sehod, 
. Syamacharan 15-0 Mymensingh Zila School. 
7 endranath, 
0.11. , 16-0 Hare School. 
Munirnddin Hyder 16-0 Patna City School, 
Muniraddin H. 8, 18-0 Sugar High Sebool. ’ 
470 Muonilal V + +195 Aliguth Govt. School, 
Mureshwar, J, B. + 18-0 Hatala Christian” Boys 
School. 
Nag, Bijayachandea 17-9 Private Student, 
» Manimolun +180 Motropaitan Tustitution, 
»  Rowiklal 142 Mahawany y Sarnamay’s H.C 
* Schoa Ulipne: 
Nandi, Aprakaschandra 15-3 Hughli Branoh Sohool, 
«| Harikisor + 15-2 ~Burhanagar School, 
» ~~ Mabanands 19-9 St. Maray’s  Institutioo| 
Chanderingar. 
Nandjee + 20-6 Bankipnr TL. K. Ghow'f 
‘Accademy. 
Nandkishorlal Ballia High School, 
480 Nundkisoredyal . Palumow Govt, School. 
Nath, Chandranath =. 
Smarannath =. 
Nozimuddin Ahmed 
Nazir Abmed 4 7 0. College, Ali 
Nogana, Gangacharan . 410 Fyznbad Govt. ans 
Santehneile | 1360 36 fort onens 
ichandta gi is 
» — Saratohandra . 16-5 Dal that ‘Shed 
Sasiblushan ‘187. Bazzae Model Schoo, 
490 O'Brien, RB. 116-11 Rangoon Govt, 
O'Brien, RB, 5 117-0 St, George's 
soori 
Onkarlal Chunilal 
Osman Ali 






Padmaker Krishna Chitale 
Pal, Suratchandra 
Taraprananun 







Pelton Harendranath . 15-0 
Pan + +160 P 











































































































































































Rayhubar Pershad 18-0 Aligarh Govt. ie +h School. i 
unanden Persad ‘Tewari can Barely High Sool. » Kalechentis 1” L180 Magared i. Bote 
P jana Mission School. ” Kunjabineci fet . 
Afi ato Git Behn, mjabihari = 15.0 Jagtinlaihpae H. 0. £. i 
aapeen ool, Mahewchandra —. 
i Deaken GA Inyennagh Collegiate Schoo! Wi 2 HE eee 
Ramchandra Ratiram Pallie Free Church Institution, Mohinimoban ee ny a 
i! . hot Govt. High School. 
ona man ie poe 0 1 590 z ramathanath Gaya Sabebganj School. 
‘issore Sing! * . ina School, » Pramatha lit i 
520 Ray, Anukulchandea 116-0 Calcutta Training Acndomy, nail ible ite 
w Bilagchandra =. 18-0 Dacea Pogose School, » Robatimohan —. 1762 Dacca Pogose Sohook 
"} Brajauath . +. 160 Metropolitan Institution, 8, p *Sasibhishan 2 14900 Geuhaun Sohoo), Ts z 
Branch, » Sasibhushan . 20.0 idpur Zila School. 
sce ont . h Hicetlten School. ” Reali nm + 6180 pes hes ‘Institution. 
“! a ; Jeginto +) Shorashikuuar 19.6 8 
Z<Girlediaadtn + 17-0 Jngannath Collegiate Schoo! | eS ee ane 
w Haricharan « . + 16-4 Halisshur H, C. E, School, » Sareschandra . 15-3. Calentta Jubilee Institution, 
» Haridas + «18-0 General Assembly's Instn, » Snreschandra 10 Monghyr Zila School. 
* Memendeanath + ITO Kalighat Ht y  Tavinipada 6 5 18 Town School, Midnapar. { 
" Sndupati . «+ 16-0 Searsole dl 60) J) Upendranath 3 Tagan % 
500 2 Kalipda 2S 627-6 Halialar H.C. E. School. : A es 
% Kehetramohan . — «14.0. Jagannath Collegiate School Sengupta, Anangawohan —. 15-10 Private Student. 
t) Mahendranath =. 0-146 Bardeen Raj Collegiate, »—_ Bipinbibari . 118-0 Shillong” Mission Fl. By 
hoo School, 
» Mabimchandra oie Espial Raghunath School. »  Harakumar . 20-0 Daulatpur Hl. B. School. 
» Prasannakumar + 8-6 Feni H.C. E, School, ioe + 17-0 Sodepur H. EB. School. 
w  Palinbibari . ats 10 Brajamohan Ine ti tution, + 14-10 Dacca Collegiate School. 
Burisal Shankar Rao 117-8 Private Student, 
» Palinbibari . 16.0 Metropelltes Institution, 8. Sil, Sridameiandra —. 16-0 Metropolitan Inatitation, By 
ranch. | Branch, 
rs Bajendranath + £170 Deogurh School. Simpron, C. » M4 St, Xavier's College, 
ee walchandra =. «=. 17-6 Caloutta Institution. Sinzh, Dwarkapraxad | 20-3. Teacher. | 
1 Ramanikanta 17-8: Serajgunj Banwarilal School, 610 ay Ania daprasud =. . 17-1] Chuadanga H. B, Sghool.. 1 
5 on . ” 21-0 Private Stndent. ] 
}. Saratkumar * Pa 180 L, M. 8. Institution, Bhow- / 
» Satisehandra - anipnr, | 
i) Sibanath » Krishnakinkar .  . 19 Kandi School. ] 
nm Srischandra . - 16-8 Doe Coogi School, Lakshminarayan - 100 Gyn Zilla School. 7 
» Srischandra + 16-10 Broughton Institution, Manmathanath . — .17-0 Metropolitan I 
» Sureachandra . + 16-4 Howrah Govt. School. Nabakomar . . 18-0 LM. School, Midnaper, 
» Syamaprasanna =. + 20-0 Dacea Posore School. Purnachandra =. . 21-0 dahanabad H. #. School, 
* Taraprasanna =. =. 16-0 Bariaal Zila School. ta Ram 18-6 Canning College. y 
3 Umeschandra =. + 19.0 Parjana Mukundnath H. E am tamrishnaOopadhyay 21-7 F.C. Lustn., Nagpur. | 
School. 620 Prasad . «36-3 Cawnpar Zila Solvool.. 
550 Bayehandbes, Nanilil.  . 16:0 New Indian School. Smyth, GP. 2. 1188 St, Pauls’ School, Darjest- j 
Rabilochan . 16-10 Turakeswar H, C. E ing. 
School. Som, Charuchandra «166 City Colleginte School. ] 
* Satyendra » Kumulkrishoa 5.18.0 F.C, Instn, Chinsarab. j 
nath =. 15+) Hindu School. w Parmieiandra s+ 166 Madasipar HO. 8, School 
Reid, W. 0, . . «15-4 Doveton College, Spencer, BH. + . 17-5 Lahore Boys’ 
Roda Mul Qaungoe au “7 Durbar School, dodhpur. Stephen, &P/ 6 s+ 188 Bh, eels Schock Ds Davie 
RuhulHugue ". |. 18-4 Calcutta Madrasa, j 
Sadho Saran Jal,T oo. * 15:0 Ballin High School Stephens.» «18-10 Bt, Ravier's College, 
Badho Saran Tal, It. 21.0 Dit Strong, WA, 0} 18-2 St. Pral’s School, Darjael- 
Saha, Brindabanhandra «17-0 Graben HH. , School, Tan ing. 
Suba Sinha. 4 «19.0 Ballia, High School. 
4.285 Private Stndent, 630 Sur, Ts +16-0 Oriental. Seminary, 
hanpur High School. Gyna, Bisulechuran | 128.0 Marezichend “EL (Sehoad, 
Berdvan Busia ial School, Sylhet. 
ission School Syed Abdul Hafeez. «16-11 St, Fruncis do Sale's School, 
pur. aq 
Cawnpur Zila School. Syed Abdullah. . . 188 Subaranpur Mission School, | 
*) Manmohan Al Gorse High Syed Ali Hussain 5 170 Chapra Academy, 
Syed Mohammad Latif « «19-1 Private Student. 
» Satischandra +6 City Collegiate School. Syed Muhammad Wabeed 
Soptay, Soomuath Sectamam 19-11 Indore English Madrasa, Syed Tukbeor Hussein. 
Sarayu Prasuda . + 8-2 Bellia High School. Tafazeul Husain ‘ 19.0 M.A O. College, Aligarh, 
Sardar Azimullah har Vai ‘Talukdas, Radbikalal tan Tnatn.,, 8 
madah Ye Jo0*Hawari's Mission Schoo, 
180 dagattulsthpur, H, ©. B. Triinalpur Collegints Seboot 
. + 1s thallabhpur, abba lpur: 
"sno Sarkar, Amritalat by eet P Thorpe, A ae J a's Cale re a 
Bihari). «18-0 Ri cn inte School, Kid 
bg : * Berpur Br ‘Tirbeni Sahay =. .16-1 Bareilly Iligh Sobook 
Dwarkanath 16-5. Ripon Collegity Schoo. Tiwari, Ambiaprand 19°0 St. Jolin’s Colleze, Agra. 
+ a I itp School. i 3 q : 
" Goshthabilai . * «25-4 bial ihabullabh’s Tulsingh, PS... 280 Tubbalgur C. Me High 
t tits Schuol, f 
dadunath. + — - 18-0 Talehaanoatit, E. School, Vaay Prsicash Gya-Sahabganj School, 
er) i arh School Uditnerayan Tiwari Teacher. 
Nawab’ High tichool, Mur-| Vankety, A. St, Francis de Sale's School, 
sheduba Nagpur. 
ss Burdwan Monicipat School, Vishnu, Haridas . Birbhum School, 
3 care Zila School, ‘ 650 Vishnu Krishna, H. Bs 4 Neer ee 
x wlighat H. E. Schoo} Vithal Atmaram Kurnis a 
x Kowa ©. E. School. Wajid Ali Khun . |» 88:0 Private Student, 
% River's ‘Thomson! Wamntras Ganpative Bom 
ecaibed oe 2s 
Dacea Huplal Raghunath, Weta ecalsl., 2%. 23% lO Rta logit: 
i Williams, Js Ae = wane Eig School 
City Collegiate School. 059 Yakut Khan, Afghan.  \, 16-9 re Step Aligneh 
: “ P. K. RAY, 
Registrar, 
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ORDERS BY THE VICE-CHANCELLOR AND SYNDICATE OF THE CALCUTTA 
UNIVERSITY. 





The undermentioned candidates have passed the B. A. Examination :— 
This list is arranged in alphabetical order. 


Abbad Abul Makarem 
Abdul Aziz 
Abdul AzizKhan 
Acharya, Kedarnath . 
Alamdar Hoosain 
Ali Karim 
Alim-uz-zaman 
Amrit Laxman Dighe. + 
Amritalal Kayestha Shrivas- 
Cee 
Azeezur Rahman Khan 
Bagchi, Purnachandra 
Satischandra + 
Rahmanji Muncherji 
Baldevaprasad 
Bandyopadhyay, 








Abinas- 
chandra 
Annadapra- 
sade 
Binodbihe 
Durganath 
Harendra 
ath 











Heramba- 
chandra 
Jhulanchan- 
dra . 
Kalikinkar . 
Kalipra- 
sana 
Nagendra- 
nath 


Sasibhusan 

Srischandra 

Upendra- 
ath 





Barkakoti Ramakantha 
Baruya, Ghanesyam + 

ee Ratnadhar 
Basak, Radhikamohan . 

») Syamchand ‘ 
Basantlal dee eck 
Basu, Aswinikumar + 

~ Atuleswar 

” Basaniakumar s+ 

» Binodbihari 

” Bipinbihari 


Chandrasikhar « 
Charuchandra « 
Gobardhan 
Harinath . 
Narayanchandra 
Prasannakumar . 
Priyagopal 
Rajendranath 
hhaldas 
* Upendranath 
Basu-Mallik, Asutosh . 
Bhagawati Prasad 
Bhagwon Das. 
Bhar, Srischandra : 
Bhattacharyya, Bamandas 
Indrachandra 
Mahendra 
chandra 
Piambar 
Purnachan- 


dra’. 

Bijay Bahadur 
Biswas, Dhankrishna 
Paramanan' : 
”  ‘Ramnarayan + 
Brabmachari, Priyanath » 
‘Brajjewan ‘whats ‘ 
Chakrabarti, Debendranath « 
Giischandra 
Gobindachan- 
Gopalchsndra” 
indra., 
Herambanath 





) Canning Coit 


Presidency College. 
Teacher. 

Hughli College. 
Me:ropolitan, Institution 
Muir Cental College. 
Free Church Institution. 
Hughli 
Muir Ce 


Jabbalpur College. 

Muir Central College. 
enl, Assembly's Instn. 
Rajshahye College. | 

Morris College. 
L, M, College, Benares, 








‘Teacher. 
Ditto. 

Presidency College. || 
Metropolitan Institution. 


Gent. Assembly’s Instn. 
Metropolitan Institution. 


‘Teacher. 


Metropolitan Institution, 
itto. 


Teacher, 
Metropolitan Institution, 
City College. 


Genl, Assembly's Instn. 
Muir Central College. 





Metropolitan Institution. 
City College. 
Genl. Assembly's Instn. 
Ditto. | 
Teacher. 
Ditto. 
Agra College. | 
Genl, Assembly's Instn. 
Patna icellege. 
L.M.§ College, Bhowa- 


nipur- 
Presidency College. 
Genl. Assembly's Instn. 
Metropolitan Insticution. 
Presidency College. 
Genl. Assembly's Instn. 
Ditio. 
Metropolitan Instituion. 
ity College, 
Pesicher. 

Ditto. 

Free Church Institution. 

Metropolitan Institution. 
Teacher, 

L. M. College, Benares, 
M. A. O. College. , 
Genl. Assembly's Instn, 
City College. 
Meiropolitan Institution. 


T 





Ditto. 
Dittor 


Ditto, 


Gen, Assembiy's Instn. 
Dacca College: 

Mi itan Institution. 
into. 


80 


100 


120 


1 





Agra College. 
Aer Reeenibly’s Inst. 
City College. 


Dacea College. 
Free Church Institution. 
Dacca College. 


Chakrabarti, Ramchandra « 
* Ramanisundar 
Chandra, Abinaschandra 
Chattopadhyay, Charuchan- 
dra, No. I 
Debendra 
chandra . 
Debendra- 





rans 
» Jogindra- 
nath 

Jyotispras 


Bat 
Manmatha+ 





nath . 
Nandalal 
Narayane 
chandra 
Niradchan: 


chandra « 
Prankrishna 
Purnachan- 
dra . 
- Rajanikanta 
Chaudhuri, Hiralal . 
Iswarchandra . 
Fpgeschandra . 
<umudnath 
Mohinimohan, 
Rajanikanta 
Rakhaldas 
Satischandra 
” Srikanta . 
Choudhry Ishwari Prasada 
Das, Bireswar + . 
Debendranath + 
Dinanath . . 
Gangacharan 
Gangaprasad 
Kaliprasanna 
Karunachandra . 
Khudiram 
Mathuranath 
Nityalal 
Rameschandra 
Rasbihari 
Saradakanta « 
" Untamchandra 
Dasarathi Lal 
Dasgupta, Anantakuma 
Balai 





” alaram 
; — Biharilal 
Datta, Bankubshari 
» Bipinbihari 
3) Dwarkanath =, 
» Kumudkanta . 
2 Purnachandra 
 Rajanikanta 
3 Ramanath —. 
( Saratchandra 
) Srischandra 
4 Umacharan« 
Tre, Akshaykumar + 
» Krishnakisor PY 
° lal 5 
v», Mohimchandra, 
pe de indranath = 
Del jandan . . 
Debi Dayal. * 
Dhar, Annadacharan 
»  Bharatchandra 
» Hemchandra 
Dube, Guruprasad . 
. we isan 
eh = eas 





e 


Metropolitan Institution- 
ito. - 


Ditto, 

Ditto, 
Presidency College, 
Genl. Assembly's Instn, 


Patna College. 
Genk, Assembly's Insta, 


Metropolitan Institution. 
‘Teacher. 
Agra College. 


Gen}. Assembly's Instn, 
Benares College. 


Presidency College. 
Genl. Assembly's Instn. 


Free Church Institution. 
Presidency College. 


Metropolitan Institution. 
Free Church Institution. 


City Colle 
Hughli College. 
Canning College, 
Dacca College. 
Metropolitan Institution, 
Ditto, 
Ditto, 
‘Teacher. 
city Cal 
ity College. 
Fash 
Muir Central College. 
Hugh College: 
Presidency College. 
Dacca College. 
Metropolitan Institution, 
‘Teacher, ° 
Teacher. 
enl. Assembly's Instn. 

Cay College. ~ 
Teacher. 
Hughli Colle 
Genl. Assembly's Instn. 

Ditto. 
Teacher. N 
Genl, Assembly’s Instn. 
Teacher. 
Dacca College, 
Patna College, 
St. Xavier’s College, 
Genl. “Asssnibiy's lvoe 
Free Church Institution. 

College, Bhi 
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i ir Balwant 
le es ete 
Gangopadhyay, Adharchan- 
dra + . . 
» Kumudnath  . . 
Lalmohan . . 
Rasikkanta . 
GhamandiLal . . 
Ghosh, Adharchand: 
‘Akshaykumar 
"  Binodbihari . 
Chandrakanta 
Gurudas . ‘ 
Harendrakuma 
Jagabandh # 
unjabihari 
Narendranath 
Prasannakumar, 


Rajendranath 
Saratchandra 


Saratchandra « 
Sasibhushan . 
Sasikumar . 
Tarakgopal . 
Upen ranats - 

endranat! 
EC 





Ghoshal, 





mali 


Goswami : 
"Bhubanmohan 


Guha, Aswinikumar . : 
a anakinath 9. 
" Nibaranchandra’ 

Gtisarall vatdca 

a, Purnachandra » 

Gypiseeatohandra. 





” Satyasaran 
Hoatra, Dwijendrachandra ¢ 
Haldar, Dakshineswar, 

n Prabodhehandra 
Kabiruddin Ahmed. 
Kar, Nabinchandra < 

Parbatisankar < 
Konar, Rajanikanta 
Krishna Sabay 
Kumar, Dhirajchandra 
Lahiri, Gopalchandra 

y Manamohan 

Radhikamohan 





mi Narayan 


i ie 
all Trailokyanathe + 
M 


tumdat, Annadacharan 
aia eb endranara- 

- Madhabehandra 

” — Satischandra 
Mandi, Jajsesvar =: 
Muay fe 
Mirza Ralbali Beg: 
Misc, Basudeb > 
ee pibveiahe . 

i archandra . . 
Tait eachanara 

" Bipinbihari 
” Gharuchandra ° 
” Gharuchandra. 
 Jaychandra | 
x4 : 
i 

x 
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! Rajshahye College, 


M. A. O. Coll 
Muir ‘Central Callegs, 
Hislop College. 


Patna College. 
Metropolitan Institution | 
Ditto. 
Canning Col 
anning Coilege, 
Gent, Assembly's Instn 
Presidency College. 
Ditto. 
City College. 
Ditto. 
Dacca College. 
Teacher, 
Muir Central College. 
Presidency College. 
Krishnagar College. 
City College, 
L.M.S.College Bhowani-| 


pur, 
Free Church Institution, 
Gen}. Assembly’s Instn. 
Metropolitan Institution. 
Teacher. 

Metropolitan Institution. 
Canning College. 
Presidency College. 
Gen}. Assembly’s Instn. 


Genl. Assembly's instn, 
Metropolitan Instn. 
Ditto. 

Muir Central Coltege, 

ity College. 
Free Church Enstitation. 
Gent, Assembly's Instn, 
Dacca College. 
Metropolitan Institution.) 
Genl. Assembly's Instn. 
Presidency College. 


itt. 

Metropolitan Institution. 
itl0. 

Benares College, 

Metropolitan Institution.’ 


‘eacher, 

Genl. Assembly’s Instn. 

Metropolitan Institution, 

Patna Colleges 

Teacher, 

Muir Central College. 
Ditto. 


Genl, Assembly’s Instn. 
Ditto, 

Metropolitan Institution. 

City College. 

M. A. O. College. 

Muir Central College. 

Patna College. 

Ravenshaw lege. 

Free Church Institution, 

Ravenshaw College. 





Gehl. Assembly's Instn. 
Metropolitan Institution, 
City College. 


itt. 

Genl, Assembly's Instn. 

Teacher, 

Canning College. 

Free Church Institution, 

ito. 

Metropolitan Institution. 
Ditio. 

Free Church Institution, 


City College. 
Gert, Assembly's Inste, 


Ravenshaw College. 
Dacca College, 








Mukhopadhyay, Bonsai 
Indeachan= 


dra 
» Kaliprasan= 


na . 
s Nagendra- 
rath. 
” Nalini: 
kanta 
a Nripal- 
chandra . 
» Prasanna 
kumar 
Priyanath, 
No.2) 
Rakhal. 
chandra . 
Satya 
charan . 
it Sriharsha . 
m Srischandra 
” Surendra- 
rath. 
Sureschan= 
' ra 
” Umeschans 
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230 Pi 


ra, 
Nandi, Prakaschandra + 
Pain, Manilal 
Pal, Akshaychandra 
wv Ameitalal | 
240, Aparaprasa s 
Pe Niperdranath: ; 
Pan,Kalipada. . 
Pandit Suryyanarayan Baha- 


dur nats 
Pattanayak Ganeswar 
Phulchand Pilar 
Purushottam Lal 
Raghunath Ganesh ‘ 
Raghunath — Ramchandra 
Buldeo 


Rakshit, Jogindrana‘h 


250 Ramprasad Mathur. 
Ray, Asutosh ie oi 
» Debendranath 5 
» Harikrishna 5s 
* Jagadischandra . 
% Jogeschandra } 
% Jogindranath 5 
®) Kiranchandra 
3) Kumudinikanta 
» © Manindrachandra 
260% Prasannagopal . 


»  Rajanikanta . 
3 Rajendranath 
Ramapati. 
Ramchandra, 
3» Sambhunath 
»  Santoshkumar 
» Stischandra 
Raychaudhuri, Kalidas 
Suryyakanta. 
ranchandra 
» Rajanikanta 
Samanta, Sasibhushan 
Sanyal, Bholanath 
» Hemchandra . 
Sarkar, Abhaycharan . 
| Asutosh : 
» — Gobindapada 
» — Jogindranath 


»  Kumudnath 
280 Mukundasundar 
» _ Natabarchandra 
Sen, Baradakanta 
» Bhubanmohan ‘ 
a Bkka ls 
» Girischandra ‘ 
+ Kaminimohan ‘ 
» Kasiswar . 5 + 
i) Mahendrachandra 
m Nagendrachandra 
ago) Priyanath » - + 
3) Rebatimohan 2 
* Saradacharan 5s 
%, Saratchandra s+ 
" Satischandra (Jr) ¢ 
3 Srischandra ~ 
% Umacharan, 9. 
Umacharan”' . 








Metropolitan Institution. 
Teacher, 

Ditto. 

Metropolitan Institution, 
Genl, Assembly's Instn. 
Teacher, 

Patna College, 
Presidency College. 
Hughli College. 
Genl. Assembly's Instn. 


Metropolitan Instituti 
Genl, Assembly's Insti 








Ditto. 
Metropolitan Institution. 


Free Church Institution, 
Dacea College. 
Presidency College, 
Hughli College, 

Free Church Institution. 
Hughli College. 
Metropolitan Institution. 
City College, 


Canning College. 
Ravenshaw College. 
Ajmere College, 


| Jabalpur College. 
ied Sri 


Morris College. 
Hughli College. 
Muir Central College. 
Free Church Institution. 
City College. 
nt 
nl. Assembly’s Instn, 
City College. > 
Ditto. 
Ditto, 
Metropolitan Institution. 
Presidency College. 
Metropolitan Institution, 
City College, 
Presidency College. 
City College. 
Rajshahye College, 
Genl. Assembly’s Instn, 
Metropolitan Institution, 
Ditto, 
Presidency College. 
Genl. Assembly's Instn. 
Free Chureh [astitution, 
Ditto. 
Metropolitan Institution, 
Free Church Institution, 
Genl. Assembly's Instn. 
Metropolitan Institution. 
Ditto. 
Genl. Assembly's Instn, 
Metropolitan Institution, 
Muir Central College. 
Rajshahye College, 
Metropolitan Institution, 
City College. 
Genl, Assembly's 1 
Free Church Institution, 
Metropolitan Institution, 
Dacca Colle, 
Genl. Assembly's Instn, 
Presidency C 
aus Bites ed 
enl. Assembly's Instn, 
Dacca is 
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Shridhar Ganesh Paranjpe 
Sil, Jogindranath . 
Sinha, Kalikumar + 
» Rajkrishna 
« Sivaprasad . 
Som) Jadunath . 


Nirmalabala 























, Hislop Co! 
By xivers 






! Metropolitan Ins Riwi + 
2 Geni. Assembly's Instn. ‘Thakur, Harikinkar” . 
. Benares College. ‘Thakurprasad 
1 LM, S. College, Bhowa Vinayak Babaj 

nipur. gro Vishau, Ram 
+ Bethune School. 3i1 Zillar Rahim : 


These 
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The undermentioned candidates have taken Honours in the B, A. Examination —= 


Lists are arranged in order of merit. 








ga Statens Hussain 



























(C) indicates 1st division in. Chemistry and Physies. (c). indicates and division in. « 

(). t Engtitsh (e) ee ae 

Hy 23 ee History. HW oe ee 

AE a I. Latin. a) a a 

(My. }) Mathematics. CO)! oor EL a Mathematics. 

e : 1 of Betsans  atoeal Sci te), ‘ ++ Persian, 

¢ anne [2 Mental and Moral Science, pl : .) Mental and Moral Science. 

a + 1 Sanskrit. is) 5 ewe Sanskrit. 

Exons. 
First Division. 

1 Radha Raman « «Agra College. 6 Majumdar, Akshaykumar . T'residency Coll 

3 Bandyopadhyay Asutoch (c). Presidency College. 7 Bandyopadiyay, — Hriday- ny Calas 

3 Ypasranjancrp Free Church Institution. chandra. Benares Ci 

4 Abdul ‘Majid (Ph «Presidency College. 8 Lalitkumar(S) - +s Metropolitan Institution. 

5 Chakrabarti Exipopal (Phy) ¢ Ditto, 9 Monnicr,E.H. (i) . «St. Xavier's College. 

Second Division. 
+ Gupta, Gopalgobinda , «Metropolitan Institution. 35 Chakrabarti, Tarakchandra Metropolitan In 
(Gheck, Aghornaih. + Hughi College. 36. Sen, Bipinbihar Oe semi’: tase 
2 Sen, Nityagopal (c) | Presidency College. 37 Braise aryya Nayaranjan 
(Ghosh, Binkati(s) Metropolitan Institution. | Presidency College. 
Ra Sa aenae  sendranath Presidency College. 38 xShalchand (hy ” Agra Col 

5 SE 

& viddyacharan'Singh (M) + Muir Central Coleg, Sen, Akshaykumar * Dacca College, 
trom A eee Free Church Institution. | 393» Kalipada (ph) ! Presidency College. 

74 Leslie, F, M. 2 Presidency College. Das, Rajkumar... Genk. Assembly's Instn. 
Mukhopadhyay” Jogindra- Conwar, Ram Singh» «Muir Central College. 
kum Metropolitan Institution. | 4] Goswami, Umeschandra . St. Xavier's College. 

se Bandyopadbvay, Jaghornath Presidency Colleges Muhammad Hussan : Patna Coll 
Gupta, Annadac Dacca College. Bhattacharyya, Saratchandra Free Church Institution. 

12 Misra Tulairam (), > Agra College. 46 "Kedarnath Patna College, 

1g Sem, Satischanda (Senior); Genl. Assembly's Instn, Bisheshwar Dayal | Agra College. 

| Br: 5 ) Agra College. 47 (Majumdar, Binodbihari —. Free Church Institution, 
420° : St Xaviers College, | 49 Sen, Bhupalchandra.—; St Xavier's Colleges 

6 Bholanath Muir Central College. | <5 (Bhargay Binodilal . —. M.A. O. College, 

x { Muhammad, Aziz Mirza(h) M. A. O. College. 5°QSarma, Sibram .  .—« City College. 

18» Bhattacharyya, Asutosh (ph) Presidency College. yf Chaudhuri, Uperdranath «Muir Central Colltge, 

19 Basu, Umapada Canning College. 5?{ Datta, Saratchandra. . Genl. Assembly's Instn, 

30 Sunder Bhan (ph) Agra College. Chaitram Chaturvedi (ph) + Agra C 

Bandyepadhyay> Bhuban- Ghosh, Satyendramohan . Genl, Assembly's Insin 
L. M, College, Benares, Miva, Jnanendranath © Krishnagar 
Chattopadhyay, Pramathas (Sen, Kshiradchandra «Geni. Assembly's isin. 
nath Presidency College. 57) Muhammad Sultan Alim —. Presidenc 
Chakabart), Bihasital’ Gen, Assembly's Instn, Mukhopadhyay, Debkisor . Metro on pan, 

24 Mukhopadhyay, Rakhaldas . Ditto. 59 (Gaindanlal. + Muir 

{ Advan Maticam S Presidency College. 61 Aserappa Arthur, L.Re | Ere. iach labo, 

35 Dwivedi, Mathuraprasad (8) Agra Col Hlege. | o2 Percival GRR gs St. Xavier's College, 

math . ito. 63 Mul ‘ay, Priyanath . Presidency College, 

a7 { Ray, Jnanadalisor (m) Dacea Coens 8 No de yay, Bay iru 
Mukhopadhya, Rasbihari Ditto. | suf Datta, Syamlal . Ditto. 

Nitbiharial (p) J Muir Central College. Samarawara, J.+« Free Church Institution. 

3 ate rabar' swarchanda + Metropolitan Instn.” 66 Gapta, Rajeni fanath » Ditto, P 
‘Deb, Girischandra. feacher. 6; jas, Matil . 6 » Gent, M A 

of Chay dlryay, Bhabataran Benares Col Assembly Sn. 

34 , Haridas Genl, Assembly's Instn, : 

Mewran ann Monat Science. f 
First Division. 

1 Ghakrabanl Lalgo 1(E) «Presidency College. 4 Bhattacharyya, Nayananjant Frelars y 

2 Bandy hyay, Raanran- i 5 Mukhopadhyay, Hemantas 9 2 Cote 
jane ++ Bree Church Institution. Keumar (8) a 

3 Abdul Majid (E) ++ Presidency College. 6 Sinha Birchandra 

Secd ivisi on. 

1 Bhattacharyya, Asutosh (e) , Presidency College, 10 Baruya,Gunjanan «+ 

2 enikaladaiey Die 1° eDube Saligeam = 

3 Sitikantha 2, Merona Institution. 1 (Chaturvedi, Chaitram (e) 

4 Majumder Chandrasikhar + Genl, Assembly's Instn. | 33 Sane han) op 

st Bia atk st a : Be ere “i ul Bs , Rajtianda 

tacharyya, Tin) 7 's Instn, 
: 110. bancp peptone 
{baila opiate 5 bs Mitra, pagenteanath 



































1 Deaton, sigan 


oS ‘Manmohan * 
Mk 


Ganga- 
lke binaacn Aes 


4 


Multionadhyay, Ranijiban 
Lahirl, Paresnal 

Ghost, Tinkar % i 
Dwivedi, Mathuraprasid (e) 
Bandyopadhyay, “Nibaran- 


Misra Tutseam (@) | 
Kastgiri, Kumadini |! 


so Utes 


1 Srivastava Krishnakumar, 


Syed Kallan 
Baijnath Sinha. 
Nitbibari Lal (c) 

Muhammad Abdullah) | 


ony 





1 Nehalchand(e) . 


Karlarma, Suryyakumar 
Viddyacharan Singh ©) 
Chastopadhyay, Jyouprasad 


won 


Srotri ‘hubansalal 

Malik’ Media 

1) Rauth, Purnackandra 
Chattoraj, Kali 


een Lal . 
ya, Ramjadu 
Sir Sarcihandra’ < 
Ray, Haranohandra (C) 


Chascpatigay, dypigrensd 
os 


ry AY 
pecan pote 


Sansxerr. 


First Division. 


Metropolitan Institution. 
Dace College 


Hughli College. 
City College. 


De, Dinabandhu 
Chattopadhyay, Asutosh 
7 Liladhae Joshi |. 

8 Bandyopadhyay, Biharilal 
9 Chattopadhyay, Nisikanta 








Second Division. 


Metropolitan Institution. 
Rajshahye College. 
itan Institution, 
Aes ‘olleges 


Free Church Institution, 
Agra College. 
Bethune School. 


8 Badriprasad 
Dubey Sivaram Tanbaji 





Sinha, Jogindranath . 
Chakrabarti, Hrisikes 


14 Mukhopadhya, 
kumar (Phy. 





Persian, 
First Division, 


Canning College. | 


2 Syed Wahiduddin Ahmad , 


Second Division. 


M.A O College. 


5 Syed Afzul Hassan 






Patna College. | 0 Din Da 
Muir Central College. 7 Hanw read Mathur 
City College. | 

Arabic. 


Second Division. 


Muhammad Nascem 


+ Canning College 


Larix 


Second Division. 


1 Monier, E. H. (E) 


St. Xavier's College. 


Hisrory. 


Second Division. 


Agra College, \ 


2 


Maruematics, 


First Division, 


Gen}. Assembly's Instn, 
Muir Central College. 


Presidency College. 


4 Das, Rajkisor 5, 
5 Niyogi, Rajaniprasad (c) 
6 Basu, Sriramchandra. 
7 Pal, Prabhaschandra 


Second Division. 


Muir Central College, 
Hughli College. 

Dacea College. 

Genl. Assembly's Instn, 
Presidency College. 
Muir Central Coliege. 
Patna College, 

Canning College, 
Presidency College. 


Ray, Jnanadakisor (e) « 
Basak, Gokulkrishna 
Datta, Kalicharan 
Mukhopadhyay, Asutosh (¢)” 
Chakrabarti, Bipinbihari 
15 Gupta, Syamacharan . 
Brajpal Das (e) . 


Puysics anp Cuemistrr. 


First Division. 


Presidency College. 


2 Ray, Haranchandra (m) 


Second Division. 


Presidency College. 
Ditto, 





3 Niyogi, Rajaniprasad (m) 
4 Sen, Nityagopal () 
5 Mukhopadhyay, Asutoshy 


ed candidates have passed the F. A. Examination :— 


First Division. 
In order of meri 





7 [Betta oes 
SE orinchaalia 


3 Des, kona 
2 eri piakient Rey 
13 {Bageh, Asutosh 





Ge rian Sa ee anc ce a 


Muhammad Aziz Mirza (e) . 


hakrabarti, Saratchandra 


Bandyopadtyay, Panchkari « 
Hemanta- 














Dacca College. 
Metropolitan ae dnstitution, 
Muir Ceniral College, 
Presidency College, 
Dacca College, 


Agra Coll 

Hisloy ee, 
Presidency Coiioge. 
Geni. Assembly’s Instn, 


Metropolitan Institution, 
Patna College. 


Presidency College. 


Hughli College, 


Patna College, 
Agra College. 
M.A. O. College. 


M. A. O. College, 


Ravenshaw College. 
Presidency College. 
Ravenshaw College. 
Patna College. 


Dacca College, 
Free Church Institution, 
Hughli College, 


Presidency College. 
Dacca College. 
Ditto. 


Agra College, 


Presidency College. 


Presidency College. 
Ditto. 
Ditto. 











“a filsic. Brajadurlabh 


6 


(Muhammad Agiul Huq 
"7 (Maulik, Srischandra 
39 Kanbyalal Guru 


mall 


20 
an 


Bandyopadt fhyay, Gopal. 
chandra . 


Goswami, Kunjabihari™ 





Bhattacharyya, Matilal 
Sen, Basantakumat 
‘Chattopadhyay, Asutosh 
Lahiri, Janendrabhushan 


at Bhattacharyya, Bisweswar 


=f 
| 


2 


=| 


35 
36 
7 


3° 


Sinha, Upendranarayan 
Majumdar, Bidhubhushan 
De, Ambikacharan 
Das, Bhagabaticharan 
Sarkar, Surendranaih . 
Sadhu, Krishnalal 
“Mukhopadhyay, Sasibhushan 
“Dasgupta, Lalitchandra 
Ghosh, Manmohan 
Mukhepadhyay Jnanendras 
nath ‘ 





Bhaduri, Indubhushan 
Basu, Debendranath, No. 1 
Sengupta, Madhusudan. 


Abdul Ali. 
Abdul Aziz . 
Abdul Aziz Khan 
Abdul Khaleque . . 
Angelo, i, . * 
Bakshi, Upendralal 
Bandyopadhyay, 


Akhshay- 

umar 

Ambikacha- 
ran 


Anukulchan- 
dra ‘ 
Charuchan- 
d . 


ra 
Charuchan- 


ra 
Haripada | 
Muralidhar 
Nanigopal . 
Niradchan- 
dra . 
Rakbaldas | 
Saratchand- 
an 





Saratchand- 
Fo... 

Sashibhu- 
shan No, I 

Sashibhu- 
shan 


Banwarilal 
Bansgopal « 
Baral, Syamdas . i 
Barélian, Gobindachandra 
Prasannachandra . 
Basak, Krishnaprasad . 
Basu, Akshaychandra 
Baradakanta 
Dinanath 
Harakanta 
Jegindeanath 


jogindranath 
Kalikumar 
Kunjabihari 





je Mokshadakumar Jagannath College. 

3 Pramathanath . “City College. 

3) Pramatheswar Dacea College, 

v, Premtosh . . St. Xavier's College. 
Biiairon  Prasada Srivas- 

thab, + + Bareilly College. 


4 Bhar, “Nagendranath * 


Bhattacharyya, fat 


Ekkariial 
Karananath 
Kasiswar 
Biswas,’ Gobindachandra 
Radhagobi 





. Hughi College. 


Presidency College. 


Ditto. 
Ditto, 
Hughli Col 
Rajshahye College. 
ys ‘bbalpur College, 
“ity College. 
Presidency College. 
Krishnagar College. 
Sanskrit College. 
Berhampur College. 
Paina College 


Jagannath College. 
Aer Caltege. 
Krishnagar College. 


F.C. Institution, Calcutta,’ 
Ditto. 
Presidency College. | 





St. Xavier's College. 
Hughii College. 


L. M, §. College, Bhowa-| 
nipur. 
St, Xavier’s College. 


Presidency College. 
Metropolitan Institution, 





Ray, Amritalal 
38 Thala, Adshaykimar S 
Sarma Bardoloi, Rajanikanta 
1 { Biswas, Stischandra | 
4° (Sivaprasad 


PAN is eae 
yay, " Surendra 




















{emaraan J 
a3{Nu ukhopa 
Ray, Debendrakumar 
Ghosh, Anangamohan 
47 Basak, Syamalkrishna 
48 { Sarnakar, Panchkari 
Das, \dranath 
Mukhopadhyay, Satischan- 
sof dra 
Chattopadhyay. Jadunath 
52 Nandi, Sureschandra « 
53 Samanta, Manohar 
‘Das, Rebatimohan 
54.) Maharana, Chandramohan + 
Muhammad Mustafa Khan » 
‘Syud Ghalbi Husnain 
Shukeshwarprasada 
Bandyopadhyay Bipinbibari 
Majumdar, Birajmohan 
Wince, A 


ox 





Srconp Division. 


In alphabetic 


M. A. O. College. 
Presidency Colleges 
Jaboalpur College. 





ning Coll 
Burdwan Raj College. 





F.C. Institution, Calcutta, 





Metropolitan Institution, 





wvier's College. 
Krishnagar College. 


City College. 
Burdwan Raj College, 
Sanskrit College. 
Krishnagar College. 


Ripon College. 
St. Xavier’s College. 


L. M. S. College, Bhow-' 
anipur. 


Metropolitan Institution. 
City College. 


Metropolitan Institution. 
Patna College. 
Muir Central College. 
St. Xayier’s College, 
Genl. Assembiy’s Instn, 
eeronan College. 

city College. 
Presidency College. 
Dacca College. 
Metropolitan Institution. 
Dacca College. 

ipon College. 
Hughii College, | 
Metropolitan Institution 
Presidency College. 





F.C. Institution Calcutta, 
Geni, Assembly's Lustn. 


pernives Cotes, 


Dacca College. 
Ditto 
wets Cc. van 





‘ical order. 


Chakrabarti, Kailaschan- 
dra, 
Manmohan 
Sanatan 
Sasibhushan « 
Trailokyanath 
Chattopadhyay, Aghornath . 
Anantanath 
Go palchans 
dra 
Jna nendra- 
nat 
Narendra: 
nath 
Chau aN Ramgopal « 
dhuri, Jogendranarayan 
eich" 
Pramathanath 
Srischandra 
WA 
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70 Das, enh é 

Girischandra 
panendramohan 
rintae h 





Radha 
Rakbalchandra 
Satyachandea 
Tarakchandra 

Upendranath 
Dasgupta, Umeschandra 
Datta, Bhubanmohan , 
Girischandra 
Mahendrakemar 
Manengrakrishna 
Nabagépal 
Nrityakali 
Suréndranath 
Tarakinkar 
Datiatreya Ramchandra 
Perchurey 5 
De, Abinaschandra | 
Bisweswar 
Brindabanchandea, 
Chandramohan 
Gobindachandra 
Satischandra, No. If 


90 


s. 
Deb, ‘Anandaki or 
» | Sturendranath 
Bobi Prasad, No. I 


100 


Fernando, W. 
Gangopadhyay, 


Gen. tvnig as 's Instn. 
Presidency 
Nesopatan In: Station. 
pipes 6 Coll 
oe 
L. M.S. College, Bhowa- 
pane Coilege, 
Jagannath College. 

enl. Assembly's Instn. 


Metropolitan Institution. 
vier’s 7 


Jagannath College. | 
Henl, Asserably's Instn, 
Hughli College. 
Burdwan Raj College. 
Dacca College. 
Ravenshaw College. 
Paina College, 
Dito. 
Bese cange 
jerhamny 
St Xavier's College, 
Doveton College. 





































Chittagong College. 

Berhampur College. 

pore College. 
ipon College. 

Genl. Assembly's Instn, 

Canning College, 

City College. 


Jagannath College. 
Hughli College. 


City College, 
Midnapur College. 





ee selese, Institution, 
St Xavier’s College. 
Metropolitan Institution 
LaMartiniere College. 
St. Xavier's Colle; 
Metropolitan. Institution. 
pest C 

iency College. 
Genl. Assembly’s Instn, 


Dacea Coll 

Presideney College, 

ea h Colle 

ardwan Raj College. 
Ditto, 

St. Xavier's Coll 

Metropolitan Institution 

Midnaput College. 

Dacca College, 

Ks veil College, 




















tan Institution. 
lege, 


+ City 
St. Xayier's College. 
Hughli College, » 


Mortis College, 

City Colenee 
agannath, College, 
acca 


Tnstitation. 


Blaha: 


Bead 


Siddhes: 
{'Bhashar Lothe 








110 a Annadaprasad- 
z 








kari 
SZ!  Girjabhushan 
® Hemehandra. . 
| Mahendranath 
fagendranat 
130 oaNanenceakugar 
»  Nitaicharan . 
* Ramchandra | 
2 Saratchandra : 
> Saratchandra | 
” — Satyaprasanna 
Ghosal, Surendranarayan 
Ghulam Ghous. 
Girija Sahay 


Guha, Annadacharan * 
130 Basushakamar 


wunjabihari 
% Ramsundar 
* Gupta,Bhupendranath 
» Bhubanmoban « 
2 Bibadilal : 
% Manmohan. 
3} Mohinimohan 





inc 
2 Rajendrakisor 
% Sripatimohan 
Guptaray, Upendralal 
Hajra, Nabakumar 
» | Ramdas A 
Hari Balwant Karmarkar 
Heera Jha Naik 
Tahar Flusnan 
jadunandan Prasad 
haliluddin Ahmad 
Ksheersagar, T.B, 
Kumar Chatuchandra 
Laha, Jogindranath 
1a oetchandea ‘ 
Lekheraj . 3s 
Lucas, L.. T. Ry 
Madho Rao Kher 
Madhuban Das 
Mata Khard Islam 
Mahanti, Judhisthir 
Mahbubar Rahman 
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chandra rane 
» _. Nagendranath 
Malik, Chandrasikhar 
»._Narendranath 
Masih,M. 0. 
Mirza ‘Abdul Aziz Beg 
Misra, Chandikaprasad 


mn Keshi 
Mitra, Amritlal 
370, Anandabihari 


2) Basantakamar . 

* 3) Chandicharan : 
*. Kiranlat. 
* Manindralal 
{)Nabinkrishna 

Nagendranath » 

Nilkrishna 

%)) Saratchandra 



















‘Tahir. 
. Tayyibulla 








aw oe if 
hmed-uddin 
Rafi . + 


Genl, Assembly's Instn. 
Hughli Coleg? 
Benares College, 
Metropolitan Institution 
Ravenshaw College, 
Presidency College. 
Midnapur College. 

St. Xavier’s Cs 
Dacea College. 

Muir Central College, 
Ripon College. 

Dacca College. 
Burdwan Raj College. 
: Calcutta Madrasa. 

+ Paina College. 

+ St. Xavier's College. 





Free Church Institution. 
Genl. 





ney College. 
Berhampur College. 
ggnnath Collsze. 
EC, Instn, Calcutta, 
Gen\. Assembly’s Instn. 

Ditto, | 
Dacca College, 
2 Rajshahye College, 
2 Dacca College. 
+ Midnapur College. 
2 Metropolitan Institution. 
Hislop College. 
Patna College. 

Ditto. 
Ditto. 

Jabalpur College, 
Morris College, 
Metropolitan Institution, 
Albert College, 
Metropolitan Institution. 
Bareilly College, 
St. Xavier's College, 
+ Jabbalpur College, 


















+ Agra College, 

+ St. Xavier's College, 
Ravenshaw College 
Ps lency College. 


Rajshahye College. 


Burdwan Raj College. 

St. Xavier's College, 
Benares College. 

2 Presidency College, 

Bishop’s College, 

Agra College 

abbalpur College. 
Benares College. 
Ripon College. 
Rajshahye College. 
F.C. Instn, Calcutta. 

+ Burdwan Raj College. 
Dacca College. 

+ Presidency College. 

+ Genl. Assembly's Instn, 


















Cy Collage. 
2 Metropolitan Intitution, 
‘ LM, S. College, Bhow-| 
anipore, 
St. Xavier's College. 
F.C. Insin,, Calcutta. 
Ripon College, 
\ Metropolitan Institution, 
+ Rangoon College. 





ito. 
Muir Central College. 
Bareilly College. 

+ St. Xavier's College. 
Chittagong College. 
Albert College. 


Dacca College, 
Metropolitan Institution. 


Burdwan Raj College. 
Mui Central College, 
Dacca pleas. 
Jabbalpur College, 
Sanskrit College. 
| Burdwan Raj Colloge. 





Mukhopadhyay Kedarnath « 





mani, 
” P ramatha- 

nath 

” Rajendralal, 
Santoshnath 

Saratchane 

dra 

Sasibhushan 

Satis. chane 

da. 

210 Srinath) 
5 ureschan= 

ra, 

‘ U pendrae 
narayan 

Narain Das . | 
Nand Kishor Lal} 
Nilmani Bhakat =) 


O'Connor, VC. 
Oudh Behary : 
Pal, Abinaschandra 





» — Chandrasikhar 
ty Gopallal $ 
” Radhakanta 
» . Syamacharan 
Patifaik, Madanmohan 
Prabhulal Bhargava 
Radhikalil § 
Raha, B: 
»  Prasannakumar 
Rajaram. 
Rajendraprasad |. 
230 Ram Sahay). 
Ray, Akshaykumar 
» Amiulyanath 
Asutosh 
Baidyanath 
3 Bijaygopal « 
}) Brajendranaih 
f Durganath « 
1 Girindralal 
ailaschandra 
ago), Nagendranath 
*) Pulinchandra, 
y Radhikapra 
}) Saratchandra 
Sarbeswar . 
Surendranath 
3) Sureschandra 
*. Sureschandea 
Riychaudhury, Paresnath 
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e Saratchandra 
250 Rowland, Nagendralal Chan. 
da. 5 
Sadholal . 
Ramcharan 


Sah : 

Sakharam Marty Bakary 

aryal, Krishnabandhu 

andel, Mohunta! 

Sarkar, Akhilpati 
» | Charuchandra 
* Kalikrishna. 
*. Lalitmohan 

260 Sen, Adharath. ee 
Baradal 











"Gi 
3 Kesablal 2. 
timohan +e 
Me ripe i . . 
% Panchugopal =. 
® Radhikamohan 

2. Satyendranath 
270 Set Bhutnath 

Shaikh Muhammad 





Hakim. . 


Shankarlal . . . 
Shankara). 
Shesha Rao Naidw©. « 
Sil, Amritatal 


» Narendranath 

Sinha, Bankabihari 

» —_Hemendranath 

* — Lakshminarayan 

280 Rajendranath 
” Sanschandra 
Semeschandra « 
Smart, G. Be - 








Patna College. 
Gy Coleg 


Canning’ College. 
Ay Calg 
Midnapar College, 


Presidency College. 
Metropolitan Institution, 


Berhampur College, 
Metropolitan Institution, 


Presidency College. 


A Pa ie 
gra College. 
Patna Callgse, 
Ravenshaw College. 
Bishop Cotton. School. 
Muir Central College. 
5. College, Bhows 


7 
Hughli College, 

Ripon Colieges 

F.C. Institution College. 





4 ipesn nath College. 


avenshaw Colleges 

Agra College. 

Presidency College. 
Dito. 


L “Krishnagar College. 


Muir Central College. 
Patna College. 
Ditto. 

Jagannath College, 

fetropolitan Institution, 
City College, 
Patna College, 
Ripon College. 
Metropolitan Institution. 
Geni, Assembly's Instn. 

Ditto. 

Jesannath College. 

ipon College, 
Rajshahye College, 
City College. 
Genl. Assembly's Instn. 
Metropolitan Institution, 
Hughh College, 
Krishnagar Coliege, 
Presidency College. 
Dacca Colley 
Doveton College. 





Krishnagar College. 
Agra College. 
Rajshahye College, 
Hislop College. 

ajshahye College. 

College, © 

Ravenshaw College 
St Xavier's College. 
Revenshaw College. 

agannath College. 

Met ropolitan Institution. 
Dacca College, 
Ripon College. 
Genl, Assembly's Instn. 
Metropolitan Institution. 
Dacca College. 

Ditto. 

Krishnagar College. 
Berhampur College. 
Presidency College, 
F.C, Institution,Calentta, 


Patna College. 
Bareilly College. 
‘Teacher. 

Hislop College. 

Mufr Central College. 








* Geni, Assembly's Instn. 
Benares Col 


Presi 
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Waman Rustam Rao Mand- 
oi - . . . . 


Abdul Gani . . 
‘Abdur Rashid. + 
‘Adhikari, Sitikanta 
‘Adya Prasad s+ 
‘Ahmed Hossein «+ 
Alimuddin Ahmed 
‘Ambadas Krishna 
dye. 
Ami Afi. +s 
‘Asfuq Husain 9. 
Bag, Ramchandra 
chi, Hemchandra 
indranarayan 
Baij Nath Sahay - 
Baksi, Debendranath 
Baldeo Sahay, No. | E 
Bandyopadhyay, Ad har 
chandr: 
Akshayku- 
mar. + 
a Anadinath « 
HH Asutosh 
Asutosh: 
Asutosh 





Deshpan- 








Atulchandra 
: Bhutnath 
Bipinbibari . 
Bireswar 
Bisweswar + 
Debendra- 
ath 
Durgapra 
sanna 
Harakumar 
Haranath + 
Haridas 

H emchand- 





tas 

Hemnath 

Kalibar 

: Lakshmi- 
charan 

Fs Manamohan 

rs Matilal 

: Nagendra- 





Prabodh- 

chandra . 

Purnachan- 
ra 

7 Sarodapra- 
ad 


eS r 
” Sati schan- 


ra. 
» Surendra- 
nath 


* Su silchan- 
dra 
¥ Tarakrishna 
Bardhan, Anandakisor 
Barma, Tsanchandra - 
Barman, Amarchand . 
Basak, Anandabari 
Basu, Akhilchandra 
e Aswinikumar + 





‘Jagannath College. 





Jabpalpur College. 





293 Wasudeo Ramchandra Dho- 
bly oy 








. + Morris College. 


Tairp Diviston, 
In alphabetical order. 


Ditto, 
Rajehahye College. 
Patna College. 
Fyzabad High School. | 
ughli College, 


Calcutta Madrasa. | 


Morris College. 
Calcutta Madrasa, 
Ditto, 

Ripon College. 


Ditto. 
Presidency College. 
Patna College. 
Midnapur College. 
Patna College. 


Hughli Colleges | 


Bardwan Raj College. | 
Gent. Assembly's Instn. | 
Ditto. 
Benares College. | 
1s College, Bhowa-, 





nipur. 
Jagannath College, 
Awan Raj College. 








Canning College. 
Ripon Colle 





Metropolitan Institution. 

Bardwan Raj College. | 
Ditto. 

Patna College. | 


Ripon College. | 
Bardwan Raj College. | 
Metropolitan Institution, 


+ Jagannath College. 
Ditto. 


City College. 
Free Church Institution,| 
Calcutta. | 


Metropolitan Institution. 
Muir Central College. 
City College. 

Ditto. 
Presidency College. 


L. M.S. College, 
Bhowanipur. 


M. A. O. College. 
St. Xavier's College 
Metropolitan Institution. 


icc College. 

Canning College. 

Dacca College. 

Jagarnath Colleges 
Ditto. 

St. Xavier's College. 

Midnapar College. 

St. Xavier's College. 
Genk, Assembly's Instn, 
Ditto, 

Benares College, 
‘Teacher, 
yur Coll 








Batabyal, Syamacharan 
Bhaduri, Anathbandha 











i vesprasanna 
Bhai neloaial Gao 
Bhattacharyya, Aghornath 
ws Arunoday 
80 a Bireswar + 
“ Dwaibachan- 
dra ‘ 
» Harihar 
* jagadis 
" yotindramo- 
ane, | 
» Kalinath 

» Manadaran- 
jane 

» Narendra- 
hoe 
9 o Rajkrishna 
" Sara(chandra 
My Surendranath 
Bhaumik, Saratchandra 
Bhawani Sahay A 
Bhaya, Lalitmohan ‘ 
Bhola Datta Pande 6 «+ 


Bhookhan Rama 5 
Biswas, Khagendranath 
Mahadeb . 


Brahmadeva Narayan 





100 
Brajprasad se 
Chaki, Dwarkanath —« 
Chakrabarti, Asutosh . 

i Chandranath - 

is Girishchandra . 

mn _fagneswar 

rs alikumat 

. Kripanath 

a Kshirodnath 
110 e Lalmohan 

PS Maheschandra 

” Nanilal 

" Saradacharan 


4 Saratchandra 
Chandra, Anupehandra 
| Bansbihari. 
Chattopadhyay, Abinas- 
chandra 
» Abinaschandra 
N Anilchandra 
Asutosh . 
3, Baladeb 
}, Bhabataran 
1) Bishnupada 
» Debendranath 
” Gopalchandra : 
% Jogendranath . 
*, Kshirodehandra 
 Kuladaprasad, 
3 Nandalal, No IL 
130), Nalinimokan 
”) Parayanchandra 
)) probodhchanura 
*) Praphullakumar 
3 Sabasiba 
3) Sasibhushan 
2 Tarunchandra 
" Upendranath . 
Upendranath 





Chatut 
140 Chaudhuri, Asutosh».. 
Pratapchandra 
” Surendranath « 
Chunilal Pattack « 
Dalal, Prankrishna 
Das, Ambikacharan 
» Bholanath . 
” i sntexian * 
Bowen 
Beaten 
nat! . 
Haridas 


Kailaschandra 




















6 
Bardwan Raj College. 
Genl, Assembly's Insta, 
Presidency College. 
Genk Assembly iat, 
ardwan 
Teather 
Muir Central College, 
Metropolitan Institution. 
Ditto, 
Ditto. 


Presidency College. 
Ripon Colleges = 


Teacher. 


St. Xavier's Coll; 
Patna College. 








Krishnagar College. 
Muir Central College. 
‘Teacher. 
Sanskrit College, 
Bardwan Raj College, 
Paina College, 
-ajshahye College. 
Ramay Colleges 
Patna College. 
Presideney Cailege. 
Albert College. 
Benares College, 
Agra College. 
Metropolitan Institution. 
Genl, Assembly’s Insta, 
Jagannath College, 
‘eacher. 
Dacca College. 
Genl, Assembly's Instn 
jagannatl . 
Rion College. 
Genl. Assembly's Instn, 
Metropolitan Institution. 
Ditto. 





Burdwan Raj College 


F.C. Institution, Caleutta 
Genl. Assembly's Instn. 
Canning College. 
Metropolitan Institution, 
Bardwan Raj College. 
Ripon College. 


St. Nev's C 

St. Xavier's 7 
University Collage 
*.C. Institution Calcutta, 
University Coll 
Rents me, 
‘tropolitan Institution. 
F.C, Institution 

Savior’ 


F.C, Institutic atta. 
Bardwan Raj College, 
Dare. 


Gail. eoay ’s Instn. 
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190 


200 


220 


330 





Dee ‘Bhagabsticharay 
Biswes 
Danaher hs, Bipnhar 4 


Dati 
eet 


itchandra —. 
josh, 


Chandicharan 
ran 
Gaurehand 
Harendranarayan 
Harinath . 
Ishnchandra 
ie emai 
tikehandra . 
Loknath . 
Maheschandra 
Nagendranath . 
Narendranath 
Prasannakumar 
Priyamohan 
Purnachandra 
Rebatinath 
Umesctandra 
Dayal, Narayanlal 
De, Ainupe! . 
y Atindranath 
Gopendralal. 
Haramohan . 
Harischandra, 
fel saeeaien 
ahimehandra 
Nagendranath 
Rakhalchandra 
®-Ramapati . 


binda . 
» eaeebinda |. 
Deb, Anathkrishna —< 
Debiprasad, No. 11 
Devakerprasada . 
Dhar, Girindranath 
Dhoomi Ram 
Dowerah Krishnaprasad 
Dube, Dabiprasad 
Enayet Karim 


















dra 
5 Haricharaa 
Priyalal 


i Rajendra- 
nath 
i Saratchan- 


ra 
haran « 


Ghosh, Aba 

prasad. 
eabaredeeci 
“Atal 


en eee ree 





Enayet Ullah 2 
Fazaruddin Saha . 
Kali Ahmad, 5 
Gangapi : 
Gare abait Ekbot 
Gangisah 
Gangopadhyay, Akshayku-” 
mar 
» Bamacha- 


ran F 
= Ganeschan- 






La sreelt fea 


‘Teacher, 
4 College. 
“Metropolitan Instivution, 
Burdwan Raj College. 
Metropolitan Institution. 
ent, Assembly's Instn. 
St, Xavier's College, 
Ripon College, 
Berkampear Col 
erhampar College, 
ti lagannath College.” 
Midnapar College. 
Albert College. 
Chittagong College, 
St r’s Colleges 
Jagannath College. 
Krishnagar College. 
Jaggannath Colle 
University College. 
Metropalian Tnstitation, 
Dacca 




















nath College, 
« Institution Calcutta! 









Jagannath college. 
Pata College, 
Ripon College, 


Dacca Colle | 
Ripon College, 
Pana Collec, | 
F.C. Institution,Caleutta, 
Genl. Assembly’s Instn, 
Ditto. | 
Dacca College. 
Jaggannath College, | 
Ditto. 
Rajshahye College. 
Metropolitan Institution, 
Ri pon College 
M.S, College, Bhow- 





apie 
Chittagong Colle 
Jagannath Colle 

P lency Colle; 
Patna Ci 








lege. 






Genk. Assembiy’s Inem, 
St. Jolin’s Colege, Agra 





halpur College, 
Teacher. 


Burdwan Raj College, 
Rajehahye College, 
Genl, Assembl 


Burdwan Raj 
Genl. Assembly’ 







’s Instn, 
Krishnagar College. 


Muir Central College. 
Metrop lit 
St. Xavier's College, 
Jagannath College, 
pon College. 
Getil. Assembly’s Instn. 
Dacea College: 
Burdwan Raj 
‘Gerls Assembly's 
Metropolitan. Institution, 
‘Teacher. 
Genk. Assembly’s Instn 
Burdwan Raj College. 
Ripon College. 
“eae S. College, Bhow./ 
pur. 
City College, 
ee College. 


Chinagong Col oe 
Riesenathcilege. 








ago 
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Ghosh, Purnachandra, No. 2 
.» ” Rajanikamar’. 

” es ra. . 

” urendrachandra , 
Sheah Manmoban , 
ilmani . 
Rakhalchandra . 
e iaNand, Nor, 






Gotta an Lal, 
Golabchand Dudha 


Goswami, L 





‘itmohan . 
kumar i 
» Kaminimohan | 
Gupta, Bholanath 








Kiranchandra. | 
Nabinchandra ¢ 


ahaa Ataullah | 
suiosh sw 
fanmolan 





Hamid Hosen Mirza, 

Har Baksh Sharma ‘ 
Haridas  . . . . 
Hari 























Saradaprasad =) 





Sp s Instn, 


Canning Col 
Bockattner a 
Metropolitan Institution. 
Patna College. 
Ditto. 
Teacher, 
Jeypur ‘Maharaja's’ Cole 
ze. 


Genk, Assembly's Instn 
itt, 
Dacca College. 
Rerhawpur College, 
Gen. Assembly's Instn 
Metropolitan Institution. 
itt. 
Ditto, 


+ Jagannah College. 


etropaliia Institution, 


. 
College. 













liege. 
Diss . 


: 2 Calloge, 


















Harris, H . + Ramsay College. 
Hom, Girischandra. .. Metropolitan Institution, 
Jagannath Prasad =. Patna College, 
Jagmokan Lal + + | Ditto. 
jamna Das =, . Lahofe Oriental College. 
harkhandi Lal Patna College. 
Kaliikapra soe Di 
Kar, Al St. 's College, 
» Aunadlaprasad Ditto. 
abakumar Genl, Assembly's Instn. 
ath Bhargava... Agra College. 
luddin Ahmed + Presidency College. 
Krishna Sa 
Kshatriya, Bhawaniprasad | gC 
» — Dinnath . Agra College. 
»  Nandkishore, No. 
I Ditto. 
> SheoSankar —. Jabal 
Hi 





» Hemehandra , 
Kedarchandra 
Priyanath 





Laskar, Sil 
Madho Narain : 
MaguniDas . 
Mahanti Mayadhar 
Mahiuddin Ahmed 
Rebatinath 
Mata kanath ‘ 
Kaliaschandra, 
Kissorimohan 
Purnacharan 
Majumdar, Bunkitnchandra 
aragi ‘ 











Mali, Damodar : 
Mall'k, Syamanath + 
Mandal, Saratchandra 
Maniruddin Hyder 
Manji, Annadaprasad 
Manohar Lal 
Masad Ali. 
Mat, Krishnalat ttt 
Mendes, W. J. : 
Mirza Usut Ali Beg 
Misra, Chhangamal 
» Madhabprosad . 
Mitra, Amritalal . . 
Asutosh . . . 
Charuchandra « 
Gosthabeharl « . 
Kunjabihari + . 
















litan Institution, 
Presilney Calle 








‘opolitan Institution. 
Gen. Assembly's Instn. 
Patna College. 
Metropolitan Institution, 
Kishhagar College, 
Metropolitan Institution, 
Paina College. 
Jagannath College. 
‘Agra College, 
Ravenshaw College. 
Ditto, 
Calcutta Madrasa, 
City College. 
Geal. Assembly's Instn. 
Metropolitan Institution, 
tio. 
Albert College. 
Midnapur College. 
Free Church Institution 
Calcutta. 
Jagannath College. 
deni. Assembly's Instn. 
aj. College. 
er’s College. 
allege, 
gra Colloge. 











Bard 





City Colles: 
piteie nnd College, 


fieahis College 
Cisy College 

Genl, Assembly’s Insta, 

Metropalian Institution. 


Beopaiten Institution, 
Presidency College. 
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Mitra, Tarprasanna 
Mahomed Abdul Kareem 
Muhammad Abu! Muzher 





























» Rushed \ Patna College, 
3 Sadir < Free Church Institution. 
2 Yakoob Patna College, 
" gabir . + Calcutta Madrasa, 
fay, Ab hoy: 
Malnopadhyay, A A tran’. Sanskrit College. 
5 Apurba- 
Y - ke . Canning College. 
7 Asute: : | 
Tl. Burdwan Raj College. | 
ws Baradapro~ 
sad.» Genl. Assembly's Instn. 
o Basantaku- 
mar. ._ Metropolitan Institution 
a Bidhubhu- | 
shan Ditto. | 
% Girindra 
nath 
™ + Patna College. 
ax J vot indrae 
nath Sanskrit College. 
. Jyotish 
- chandra . St. Xavier's College. 
Kamakhyae 
a i at Ditto. 
Kunjalal . Ripon College, 
Nandalal . St. Navier's Colleges 
P rab odhe 
ay chandra . Genl. Assembly’s Instn. 
Pramathae 
” nath + Burdwan Raj College. 
Prasiddas | L. M.S. College, Bhowa/ 
‘ nipur. 
Sarad 
i City College. 
i! a. + Hughli College. 
es aatkinkar Ditto 
Sa tischan- 
. dra. St. Xavier's College. 
370 <j Surendra ape 
rath. Metropolitan Institution, 
Mukhoti, Baradakanta + Jagannath College. 
Mundi Das. = + Patna College. 
MunnaLal oo.  - + M.A.O. College. 
. e T, 
Nags Matish 2 F.C. Institution, Calcutta] 
w Rameschand * Dacca College: 
Narayan Vithal S| 2 Morris College. 
Navatkishore 2 Patna College. 
Nawal Kishore Lal \ Benares Collewe. 
gbo Niyogi, Jojendeakumar —. Mevrepolitan Institution, 
Pherae ndra.- Ripon College, 
Udaychandr. + Midnapur College, 
Nowshiri Ali Khan 1 Dacca College, 
Ojah, Basantakumar . + Burdwan Raj College. 
Oudh, Biheri 2 Patna College. 
Pal, Abinaschandra L City College 
‘Asutosh, No I {Haught College. 
"Damodar + Ripon College. 
” Gobindachandra Jagannath College. 
- 390 7 Radhikamohan Chittagone Cotlege. 
Palit, Binodbihari Ripon College. 
»  Jogendranath Hughli College. 
Pirbhoodayal : Muir Central College. 
Piyarilal Axe Ditto. fail 
Pradhan Gokulchandra Metropolitan Institution, 
Prembihrilal ;, Muir Central College. 
Pundit, Ruttonlal Chuck Caning College. 
Roghunandan Sahay Patna Coleg 
Roghunath Gokulest Jubbalpur College. 
400 Roghunath Prasad ‘Muir Central College. 
Raghunath Sibaram Pande T acher, 
Raja Rampal Singha. M. A. O. College. 
Ramchandra Balktisina 
Jevary 3 ; . Hislop College. 
Rona’ sree Ss Fyzabad High School, 
Ramaprasad, No. I. + Patna College, 
Ramsaroop’ ., + + M.A,O. College, 
Ray, Akshaykumar” . 5 Presidency College, 
,, Atunchandra =. «M.A, O- College. 
» Baradakanta « Dacca College. 
so) Bhupendranaroyan «1. M. S.Collrge, Bhowa, 
. nipur. 
» Durgadas a n College. 


irischandra 
Hemantakumar . 





Seware Hovsz, 
The rth May 1887. 




















+ Joxannath College, 
J Paina College. 
Calcutta Madrasa, 
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Ray, Hrisckes 2 
» Jagadindy ae 
yotindranath 

» Kalimohan 
2 Kaminikumar 
3 Lalitmohon 


Nagendrakumar 
Nagendranath No.1 


Nepalchandra 
Nirmalchandra 
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is ‘Tajendranath. 
Routh, Hemehandra 
Sadashiva Ganpat Subhedar 
Sadhu, Narendranath 
Saha, Bipinbil 












e Radhanath : 
Satkar Jogindranath ; 


Joanendiakumar 
» Kirt 

Kisorilal . 5 
schandra: 













ed Abdul Mahon 5 
ved Hassibal Hosain Ale 
quadarg * 
Sayyid Abdul Goftur 
Sen Baradacharan 
» Jadunath =. . : 
Kanailal - 
Karunaisumar ‘ 

Madbnsadan 
Mahendranayan 








Mahendranaih ; 
Nogendrachandra 
Praiapchandra 3 
Rameschandra ‘1 
Ramkanai. | 

t Sureschandra | 

» SatyendraKumar 

» Upendranath 





ta, Kalikumar 
Nebu Nawaz, 





Sengu 
Shaik § 
Shamsalhasan 
Shankarprasad | { 
Shimbhoonath Tondan 
‘Sil Haridas . . . 
Sinha, B Wh suas 
G hthabihari No, I 
Harendrachandra 











»  Kamalkrishna 

» Kanal). |, 
» Kantichandra . 
» Lalitmohan 2. 


Sinharay, Chandrakumar 
Som, Charusasi.. 
Dibyachandra 








Mahendra Chandra 
Sukal, Hiralal 
Syed Ghani Hyder 
Syed Hossain. 


Syed Tazammul Ali 
'T, Hanuman Singh . 
Ta Jadunath 5 
Talukdar Rasmoban 
‘Tayab Ali * 
Tooker Khan 
TulsidayalVarma 
Ulfat Roy 5 
Ven Katish Govind Daw 
Vinayak Anant Pardhee 
» Krishna S. 
Vishna Raghunath Mozum. 
dar. E 
Wahiduddin Ahmed 
White O. M, . 
Zahirul Hug . 





yee 











ver T 


Berl Coli 
City College 
Hughll Cellege, 


Metropolitan Lastitat 
fogannath Callogs. 


ity Coll 
Ripon aon 
F.C, Institution,Catcutta, 


L.M_S, College, Bhona: 
Barawan Rai 
jardwan Raj College, 
Ripon College, ‘ft 
Genls Assemb}, s Instn, 
Rajshahye College. 
Ripon College. 
Canning College, 
Ripon College. 
Metropolitan Institution, 
j iy 
Jagannath College, 
Hislop College. = 
Ripon College, 
jctropolitan Institut: 
Albert College °™ 
Metropolitan Institution, 
University College. 
L. M.S. College, Bhowa. 
nipur, 
Metropolitan Institution 
Ripon College. 
Teacher, 
Presidency College. 
Burdwan Raj College, 
Krishnagar College, 
Rajshahye Colleges 
Ripon College, 
Metropolitan Institution, 
St. Xavier's College, 






















































Ripon College. 
enshaw College, 
Metropolitan Institution, 
Ditto, 
Patna College, 
Jagannath Collage, 
Metropolitan Institution, 
. Assembly's In: 
Rajshahye College. 
Albert College. 
St. Xavier’s College, 
Chittagong College. 
Genl. Assmbl. College, 
Muir Central College, 
Presidency College. 
Muir CeniralCollege, 
Chitiagong College. 
Burdwan Raj College. 


M. A 0, College. 
Muir Ceniral Coliege, 
St. John’s College. 
Ripon College, 
Burdwan College. 
Berka 
jerhampur College. 
Rajshahye College. 
Presidency College, 
St. Xavier's College. 
Teacher. 
Metropolitan Institution 
St keniers College. 
Ditto. 
Teacher. 
Muir Centrat College. 
Paina College, 
M. A. O. College. 
Hughli College. 
Bt Rader Cy 
ts Kavier’ lege 
Dacca Coll 
Hughli College. 
Patna Colle; 
Muir Central College: 
Benares College. 
Mortis College, 
Hislop College, 
Ditto, 
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NOTIFICATIONS OF THE BOARD OF REVENUE. 


No, 656B. 
Ax examination of the Provision Opium of 1585-86, received from the Patna and @hazee 
pore Factories; will be held at the Presidency Opium Godowns, within the Custom Hous 
premises, on Thursday, the 9th June 157, ut 11 a.m. Dealers and others interested in 
‘Opium are invited to attend. 
By order of the Board of Revenue, L.P., 


K. G, Guena, Offg, Secretary. 
Canovrrs, the 25th May 1887. ns Olle Seretery 


No. 688B, 

Noricy is hereby given that the Seventh Sale of Opium, the Provision of 1884-85 
and 1£85-86, will beheld at the Government Opium Sale-room, No. 2, Bankshall-street, 
on Monday, the 4th July 1887, at 11 a.m., and will comprise 4,750 chests, viz.— 

Chests, 
Opium manufactured at the Patna Factory, consisting of 62 chests 
of 1884-85 and 2,318 chests of 18#5-46 fet we 2,375 
Ditto ditto at the Ghazeepore Factory, consisting of 
643 chests of 1884.85 and 1,752 chests of 1885-86 soe 2,875 





Total ws 4,750 





2nd. The general conditions of the sale now advertised will be the sameas usual. They 
may be ascertained by reference to the Notification issued on the 29th November 1886, and 
published in the Gcrerament and Exchange Gazettes, or on personal application at the 
Office of the Board of Revenue. 

rd. The latest dates for deposit and clearance will be the 9th and 19th July 
1887, respectively, that is to say,no Bank of Bengal Receipts, Goverament Promissory 
Notes, or other public securities that may be tendered for deposit in redemption of 
Promissory Notes given by purchasers in the sale-room, will be received after 1-30 Pix. 
of Saturday, the Oth July 1887, and no Hank of Bengal Receipts in full payment of lots 
will te accepted after 3-80 rm. of Tucsday, the 19th July 1897, 

4th. In addition to the quantity above advertised for sule, the following quantities 
more or less, of the opium manufactured at the Patna and Ghageepore Factories will be 
Drought to sale up to December vext about the dates specified below. The Board of, 
Revenue, however, reserve to themselves the right of altering these dates should circum. 
stances render it expedient to do so: — 





























Manufactred at | Slennfactured at | 
nee | Aout chenar” vicar "Aut ca en 
7! chests, 
On or about Tuesday, 2nd August 1887... 2,375 f | 4,750 
On or about Thursday, lst September, 2,375 4,750 
On or about Thursday, 6th October ” 4,750 
On or about Wednesday, 2nd November ,, 28 4,750 
Qn or about Thursday, Ist December 4, vw 23375 4,750 
Total Rs 11,875 | 11,875 |. 23,750 





By order of the Board of Revenue, L, By 
‘ K. G. Gurra, Oy. Secretary, 
Boanp or Revenve, L.P., Fort William, the 31st May 1887. 
No. 540B, 24 


. ‘ 

_Noricx is hereby given that the Sixth Sale of Opium, the provision ‘of 1884.85, will 
be held at the Government Opium Sale-room, No. 2, Bankshall-street, ‘on Thursday, the 
2nd June 1887, at 11 a.st., and will comprise 4,750 chests, viz, — 


Chests. 
Opium manufactured at the Patna Factory eke coe SG 
Ditto at the Ghaseepore Factory ... - 2,875 

Total om 4,750 

S ¥ — 
ane 

« 
” ” 5 
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2nd. ‘The general conditions-ofithe ale now advertised will be the sume as usual. Ther ; 


may be ascertained by reference to the Notification issued on the 29th November 1886, an 
published in the Government and Eachange Gazettes, or on personal application at the Office 
of the Board of Revenue. 4 

3rd, The atest 
1887, respectively, that is to say,.no Bank of Bengal Receipts, Government Promissory 
Notes, or other public securities that may be tendered for deposit in redemption of Promissory 
Notes given by purchasers’in the sule-room will be received after 3-30 rim. of Tuosday, 
the 7th June 1887, ané no Bank of Bengal Receipts in full paymient of lots will be 
accepted after 8-80 r.m. Of Friday, the 17th June 1887, ~ 

4th. In addition to the quantity above advertised for sale, the following quantities, 
more or less, of the opium manufactured at the Patna and Ghazeepore Factories will be 
brought to sale upto December next about the dates specified below. The Board of 
Revenue, ‘however, reserve to themselves the right of altering these dates:should circum- 
stances render it expedient to do so:— 

















——— 
Manufactured | Manufactured 
Dats. Paton Fasary, |" Factory? | about chat 
‘about chests,” | about chorta 
—= + 
On or about Monday, 4th July 2,375 4,750 
‘On oy about Tuesday, 2nd August 2,575 4,750 
On or about Thursday, Ist September 2.375 4,750 
On or about Thursday, 6th October 2,875 4,750. 
‘On or about Wednesday, 2nd November 2.375 4,750 


On or about Thursday, 1st December 





2,975 | 4,750 
— Pe 
Total oi 14250 14,280 28,500 








By order of the Board of Revenue, L. P., # 


C. E. Bucktann, Offg, Secretary, 
Boann.or Revenve, L.P., Fort Wrrrsam, the 261) April 1887. 





NOTIFICATIO? : 

‘Tr is hereby notified for general information that, under rule 22(d) of the Di 
Manual, the Municipal Commissioners of Santipur have appoiuted Baboos Kunja Bihari 
Shaw, Kirty Chuuder Boy, Munshi Helaluddin Mohammud, aud baboo Anandomoi Moitra 
to be members, and Baboo Sarat Chuudra Loy, Vice-Chairman, to be President of the 
Managing Committee of the Santipur Municipal Charitable Dispensary. 


A. Sairn, Commissioner. 








NOTICE, 
Iris hereby notified for general information that Bahoo' Megh Nath Chowdhuri has 
been duly elected.a Municipal Commissioner for Ward No. 1] of the Brahmanoarrial Muni- 


gipality, “vice Baboo Dija Das Datta, who ceased to be a Commissioner under section 20) 
ofwAct 11] (B.C.) of 1854. « 





D. BR. Lyaut, Ofg. Commissioner. 








tes for Geposit and clearance will be the 7th dud 17th June ™- 








No. 28 of 1887. 





The. Calontta Gazette. 


WEDNESDAY, JUNE 8, 1887. 
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PART I. 


Orders and Hotifications by the Mient-Gobernor of Bengal, 
the High GConrt, Gobcenment list Ke. 


* ORDERS BY THE LIEUT.-GOVERNOR OF BENGAL. 


= No. 29874, 


Genenat.—The 28/4 May 1887,—Baboo Srinath Bhudder, Dep ca Collector, is Es eT 
‘to perform the functions of a Collector, under section 4 of Act VIL (B.O,) of 1880, in the 
district of Chittagong, in the place of Baboo Gobinda Chandra Bysack, Deputy Collector, 
who will be relieved of this work. . 
«The Lat June 1887 —Mr. J. A. Hopkins, 8., reported his departure from India, on 


fi brah the*20th March 1887. 
A. W. B. Power, Officiating Magistrate and Collector, Shahabad, is allowed leave 
for two months and sixteen days, under section 72 of the Civil Leave Cate, with. effect Feat m 
the 6th July 1887, or such subsequent date as he may avail himself of it. 
The 8rd June 1887.—Mr. G. E. Porter, Judicial Commissioner, Chota Ni » is 
allowed furlough for two years, under section 50, chapter V of the Civil Leare Code, with 
the 23rd August 1887. 
ee ir, F, W. a money: Roeser: District and Sessions Judge, Midniipore, “ia appointed 
Commissioner of Chota Nagpore, during :the absence, on furlough, of Mr, 
. Por Par ‘until further orders. , 
‘June 1887.—Mrr, H. W. OC, Carnduff, Officiating Joint- Magistrate and ty > 
: cna * Pubna, i veied with the powers of ‘a Oollector under Act X of 1870 
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Mr. ©, R. Marriott,, Officiating Joint-Magistrate and Deputy Onllector, Rajshahye, 
in veste] with the powers of aOdllector under Act X of 1870 in that district, Fe 

Baboo Madhuv Lal, Temporary Sub-Deputy Collector, in charge of the Gya Distillery, 
is allowed leave for three months, under section 72 of the Civil Leave Code, with effect from 


the date on which he may be relieved. 
Pandit Udit N! appointed to act as a Sub-Deputy Collector of the fourth grade, 
hay 


and is placed in charge of the Gya Distillery during the absence, on leave, of Baboo 


Lal, or until further orders. 
‘The 7th June 1887,—Mr. R, C. Sterndale, Officiating Cantonment Magistrate of Dum- 


Dum, acted as Cantonment Magistrate of Barrackpore and Judge of the Small Cause Qourt 
in that Cantonment from the }0th March to the 15th April 1887, in addition to his own 
duties. 

Potace,—The 4th June 1887,—Mr. J, Lambert, c.1.8., Deputy Commissioner of Police, 
Calentta, has been granted by Her Majesty’s Secretary of State for India an extension of 
furlough up to the Gth September 1887. 


Jatuss—The 6th Juno 1887.—Mr. HL. G. Tayler, Officiating Superintendent, Bhagalpore 
Central Jail, is allowed leave for three months, under section 72 of the Civil Leave Code, 
with effect from the 9:h proximo, or such subsequent date as he may avail himself of its 


Mepicat.—The 8rd June 1887.—Surgeon G. Brooke French is appointed to have medi- 
cal charge of the civil station of Buxa, Julpigoree, in addition to his own duties, with effect 


from the 14th May 1887. é 
Vacotwanion —The 41h June 1887.—Surgeon F. S, Peck is appointed to act as Super- 
intendent of Vaccination, Darjeeling Circle, during the absence, on leavey of Surgeon- 


Major J. 3. Wood, or until farther orders. 
Surgeon L, A. Waddell, Superintendent of Vaccination, Ranchi Circle, is allowed 


farlongh for one hundred and eighty-two days, under section 50, chapter V of the Civil 
Leave Code, with effect from the date on which He availed himself of it. 


Econrstastical-The 23rd May 1887,—The Revd. H. King O'Connor is ‘appointed 
to act temporarily as Chuplain of Dacca, with effect from the date on which-he assumed 
charge of his dut 

The 81st May'1887.—The Revd}H. King O'Connor, Chaplain of Daoca, 
for two years, with efect from the Sth June 1887. 

‘The Gth June 1887.—The Revd. CH. Reynolds, Chaplain of Dum-Dum, is allowed 
leave for three months, under section 122, chapter 1X of the Civil Leave Code, with effect 
from tho 4th instant. 

Reorstration.—The 8rd June 1887 —Baboo Bhawani Charan Lal is appointed to be 
Rural Sub-Registvar of Rajmehal, in the distriot of the Southal Pergunnahs, on probation for 
six months, vice Baboo Kaliproswano Banerjee, deceased, 



















allowed furlough 





Oriwa.—The 7¢h June 1887,—Mr, 0. A. C, Gennoe, Assistant Sub-Deputy Opium 
Agent, Behar Agency, is allowed leave for three months, under soction 72, chapter V of the 
Civil Teave Code, with effect trom such date as he may be relieved, 

Baboo Jagdish Chunder Roy is appointed to act as an Assistant Sub-Deputy Opium 
Agent in the Behar Agency, during the absence, on loave, of Mr. C. A. OC, Genuoe, or 
until further orders. J 


The following orders are republished from the Assam Gazette :— 

No, 187.—The 25th May 1887.—Three months’ special leave of absence, on, urgent 
private affairs, und: iou 61 of the Civil Leave Code, is granted to Mr. J. C. Arbuthnot, 
es., Officiating Deputy Commissioner, Cachar, with effect from the 28th May 1887, : 

No, 188.—Mr, A, F, sicinherg, ¢s., Assistant Commissioner, Haildkéudi, appointed 
to officiate as Deputy Commissioner, Cachar, during the absence, of Mr. J. O. Arbuthnot, 
¢.8.,0n leave. 

No. 189.—Mr. A. W. Davis, cs., Assistant Commissioner, third grade, is appointed 
to officiate as an Assistuint Commissioner of the first grade, with effect from the th instant, 

Wo. 190,— the 26th May 1887,—ln modification, and in continuation of General 
Department fication No. 185, dated the 20th May, publishing the resylts of the 4 
yrearly,examination of Assisinut Commissioners aud others, held on the 2nd $i 
following days, it is hereby yotfied that Mr. H. LeMesurier, os, Assistant Comutissioner, 
ae bu the Lower Standard im General Law without books, and not by the Higher 
Standa 

No, 194.—The Wey 1887.—The undermentioned officer has beeu granted by — 
Her Majesty’s Secretary cf Stte for India extension of leave, as advised in list, dated the 
29th April 1887 :— Hie 

Extension of Leave, »! 
ame. & Appointment, Period and nature of extension, — 

L. St. J, Brodrick ... ...... Assistant Superintendent of Police, Assam .,, Four months' 8/0" 


F..B. Peacocx,) 
Chiof Seoy. to the Govt, of Bonga 
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NOTIFICATION. 

® The 7th June 1887.—There will be an examination for the Subordinate Executive 
Service in January 1888 open to all natives of India who have passed the Botrance 
Examination of the Oalcutta University, or who can produce satisfactory evidence from 
competent authority of having received a good education up to the standard at least of the 
Entrance Examination, The term “ Natives of India” includes all persons born and 
domiciled within the dominions of Her Majesty in India, of parents habitually resident in 
India, and not established there for temporary purposes only. 

2. Certificates of health, respectability, and good moral character will be required from 
all candidates, without exception or distinction, and no one will be permitted to appear who 
will have completed his twenty-fifth year before the examination is held, of which satis« 
factory proof must be submitied. 

8. Applications for permission to appear at the examination, accompanied by the 
necessary certificates (except the health certificate), and a fee of Ks. 10, must be sent, not 
later than the Ist December next, to the Under-Secretary in the Appointment Department. 
‘Applicants who wish to present themselves for examination at the Medical College Hospital 
should state this fact in their applications, and they will then receive a letter authorizing 
them to do so on any morning in tho week between 8 and 11 o'clock, Sundays excepted. 
‘When they have obtained their health certificate, they will forward it to the Under-Secretary 
in the Appointment Department to be filed with their other certificates. 

4. Those candidates who can obtain a certificate from the Civil Surgeon of a mofussil 
station shonld forward it, with the other certificates necessary, at the time they apply for 
permission to appear at the examination, In all cases a fee of Rs, 4 will be charged for 
a certificate of health. 

6% The examination will be held as usual about the middle of January. The exact 
dates will be notified hereafter. The number of appointments to be competed for will be 
six, ‘he-subjeets will be as follow :— 














First Day. 
Morning. 
An essay on a subject to be selected by the Examiners and given out at the time of the 
examination, 


Time allowed 24 hours. 


In awarding marks in this paper, the Nxaminers will take into consideration the follow- 
ing points: — 


(a) The'general treatment of the (c) Handwriting. 
subject. (d) Composition. 
(0) Spelling. * 


No marks will be allowed fur quotations from standard or other works 


Afternoon. 


Letter-drafting, précis-writing, and a short translation from Bengali into Euglish, For 
Natives of India not being Bengalis, the translation may be from Urdu, or from Hindi 
(in the Kaithi cha) acter) or from Uriya instead of Bengali 

Europeans and Eurasians will be allowed to choose which of the above languages they 
will be examined in. 

‘Time allowed, 3 hours. 


Srconp Day. 


Morning. 
iw. A paper of questions on Regulations 1 aud XIX of 1793 ; Act VIII of 1885, 
such portions of Regulation VIII of 1798 as have uot been repealed by Act VIII of 1885 ; a 
and Field’s Introduction to the Regulations. FF 
, Time allowed, 24 hours. 
a Afternoon, 
+ A second paper of questions on the following Regulations and Acts :— 
“Regulation VII of 1822, Act X of 1870, 
Regulations 1X and XI of 1825. ‘The Penal Code. va 
Regulation IX of 1835, The Code of Criminal Procedure. 
‘Time allowed, 8 hours. ~ 
* Turro Dax, r 
» Morning. 


t Elementary Drawing and panera. 
~ ©) prawing.—Scales and geowetrioil drawing. : 
© Surveying —Surveying with the chain only, and with prismatic compass and chain, 
5 Time allowed, 2} hours.” 





~ thers So Peer eel 
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5 Afternoon. 
Arithmetic and Algebra (the Calcutta University Entrance course, with the addision 
of Quadratic Equations). \ : 
Geography. Py 


Time allowed, 8 hours. 
No books of any description will be allowed. 
The maximum number of marks for each subject will be notified hereafter. 


? F. B. Pracocs, 
‘ Chief Secy. to the Govt. of Bengal, 


3 NOTIFICATION. 

The Srd June 1887,—Mr. E. G. Chester, Deputy Conservator of Forests, Darjeeling and 
Working*Plans Division, is allowed furlough for 15 months, under section 50, chapter V of 
the Civil Leave Cote. - 

P, Noray, 


Secretary to the Govt. of Bengal. 





NOTIFICATION, 

The Tth June \887.—Under the provisions of section 108 of the Bengal Tenancy Act 

VIL! of 18#5, the Lieuteuant-Governor is pleased to appoint the District Jndge of Noa+ 

kholly to be the Special Judge for the purpose of hearing appeals from the decisions of 

the Revenne Officer employed in conducting the survey and, record of rights im chur 
Nulchera, in the district of Noakholly, 





P. Noxay, 
Secretary to the Govt. of Bengal. 


NOTIFICATION. 
The 4th June 1887.—Buboo Barhamdeo Naraiu, Deputy Collector, is appointed to be~ 


Deputy Collector of Income-tax in the district of Mozufferpore, and, under section 40 of Act 
IL of 1586, is vested with the powers of a Collector under the Act. 


Conman Macaczay, 
Secretary to the Govt. of Bengal, 


NOTIFICATION. 


The 4th June 1487.—The Tehsildar of Angul is appointed to be Deputy Collector of 
Income-tax in Angul, and, under section 40 of Act II of 1886, is vested with the powers of 


Collector uuder the Act, 








Corman Macavuay, 
Secretary to the Govt. of Bengal, 


NOTIFICATION. 
The Gth June 1887.—Baboo, Chunder Sekbur Ker, Deputy Magistrate ond Deputy 
Collector of Chittagong, is appointed 1o be Deputy Collector of Income-tax in the district 
of Chittagong, and, under section 40 of Act 1 of 1886, is vested with the powers of a Collector 
under the Act. 
Cotman Macavtay, 
Scoretary to the Govt, of Bengal, 





NOTIFICATION, 
The 3st May 1887.—Captain A. Campbell, 1.1., Deputy Director of the Indian Marine, 
is appointed, under the provisions of Act V (B.C.) of 1870, as amended by Act II 
(B, C.) of 1887, to be a Commissioner for making improvements in the Portrof Calentta, vice 
Captain G. 0’ B. Carew, c. 1. #., late Deputy Director of the Indian Maring, 


Cotman Macavnay, 
Secretary to the Govt. of Bengal. 


NOTIFICATION.” 

The $1st May 1887.—It is hereby notified, under sections 6 aud 10 of Act III (B.C) of 
1857, that Mr.sH. J. S, Cotton, Officiating Chairman of the Corporation of the Town of 
Calcutta, has been elected by the Commissioners of the Town of Caleutta to be a Commis- 
sioner for making imptovements in the Port of Calcutta, in the place of the Hon’ble Sir 
Henry L, Harrisop; Kt., who has ceased to act asa Commissioner. fon 


Conan Macaveay,- 
rm Secretary to the Govt. of a 
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NOTIPIOATION. 


The 1st June 1887.—Under section 3, Act I (B. C.) of 1887, the Lieutenant-Governor 
is pl&wsed to ‘appoint Mr, F. W. Kelly, Officiating Deputy Superintendent, to act as 
Superintendent. of the Calcutta Survey, during the absence, ou deputation, of Lieutenant- 


Colone] W. Barron, or until further orders, 
Cotman Macavtay, 
Becretary to the Govt, of Bengal. 


[First Publication,) 
NOTIFICATION. 
The th June 1887,—The following Notice to Mariners is published for general 
information, 
Couman Macaunay, 
Secretary to the Govt. of Bengal. 


GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTIOE TO MARINERS—(No. 29.) 
INDIA—WEST Coast. 

PORT OF KARWAR OR SADASHIVGAD, 
Temporary removal of buoy. 


‘Tue Director of the Indian Marine announces that the buoy, marking the S. W. end 
of Elephant island, off the port of Karwar or Sidashivgad, has been temporarily removed 


during the 8. W. monsoon, 
By direction of the Government of Bengal, 
Anraur W. Srirre, Captain, 1.m., 
Port Officer of Calcutta. 


Pog Orvice, Calcutta, the 2nd June 1887, 


[First Publication] 
NOTIFICATION. 
7th June 1887.—The following Notice to Mariners is published for general 


information, 
Cotman Macavtay, 


Seoretary to the Govt. of Bengal. 


GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTIOE TO MARINERS—(No. 30.) 
BAY OF BENGAL. 
BURMA COAST—ARAKAN DISTRICT. 
KYOUK PHYOU HARBOUR. 
: Breaking adrift of the Dioey shoal buoy. 


Teionarnic information has been received from the Port Officer, Akyab, on the 
authority of the Master of the British steam-ship Euphrates that the black buoy 
marking the Dicey shoal, Saddle island, entrance to Kyouk Phyou harbour, has dis- 


appeared, 
By direction of the Governmett of Bengal; 
Axravn W, Stirrz,,Captain, t0., 
Pie : Port Officer of Caleutia, 
Pont Orrice, Calcutta, the 2nd June 1887. 








‘dt STE 5 Oe 
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[Second Publication,] : 
: NOTIFIVATION. 5 i 
The 81st May 1887.—The ‘following Notice to Mariners is published for gegeral 
information. i 








Couman Macauray, 
Seoretary to the Govt. of Bengal. 
GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS-(No. 25). 
BAY OF BENGAL—BURMA COAST. 
GULF OF MARTABAN, 
Buoy reported adrift, 

Ixyormation has been received from Mr. G. Johnstone, Commanding the British 
Steam-Ship Sirdiana, regarding a buoy adrift in the Guif of Martaban — 

The inoy, conical in shape, and painted red with » pole, was seen from the deck of the 
Sirdhana in early part of May 1897, aad appeared to be drifting to the southward. The 
buoy is in the track of vessels bound to or from Maulmain, vid South Preparis Channel. 

“Approximate position, Latitude 15° 18’ N. ; Longitude 95° 32’ B. 
‘Nofe-—Mariners suould navigate in the vicinity with caution, 
By direction of the Government of Bengal, 
Axravs W, Srivre, Captain, 1.36.5 
Port Ufficer of Calcutta, 
Porr Orricx, Caleutta, the 25th May 1887. 


Second Publication. | 
NOTIFICATION, 
The Bist May 1887.—The following Notice to Mariners is published for general 
information. 
Conatay Macautay, 
Secretary to the Govt. of Bengal. 


GOVERNMENT OF BENGAL, FINANCIAL DEPARIMENT. 
NOTICE TO MARINERS—{No. 26). 
RED SEA--COAST OF ABYSSINIA, 
BAB-EL MANDEB STRAITS. 
PERIM ISLAND. 
Particulars of lights shewn from buoys. 
Tux following telegraphic information has been received from Perim Island, vid 
Aden, regarding the lighting of harbour buoys i— ‘ 
“| Entrance buoys, bright lights, Perim harbour.” 
By direction of the Government of Bengal, 
Axrnur W. Srirve, Captain, 1.0., 
Port Officer of Calcutta, 
Port Orvicr, Caleutta, the 25th May 1887. 


{Second Publication.) 
NOTIFICATION, 


The 3st May 1887.—The following Notice to Mariners is published for general 


information. . 
Cotman Macavzay, 


Seoretary to the Gort. of Bengal. 
GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS—(No. 27). “ 
INDIA, EAST COAST—BAY OF BENGAL, 
COAST OF ORISSA. 
Farse Port Hanovr. 
Destruction of Reddie Point beacon. 

*Pauxanarnic information has been received from’ the Port Officer, False Point, tha 
the fripod beacon, marking Reddie Head, in the harbour of False Point, was blown down 
during a cyclone which, prevailed over the Orissa Coast on the 25th May 1887. 

: By direction of the Government of Bengal, 

a Axtaour W. Srrrre, Captain, 1. 
anal Port Officer of 

Port Orrice, Calcutta, the 27th May 1887, 
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, [Second Publication.) 
NOTIFICATION. 


Bhe Bisi May 1887—The following Notice to Mariners is published for goneral infor- 
mation. 


Cotman Macavuay, 
Secretary to the Gort. of Bengal, 
GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS - (No. 28). 
SOUTH COAST OF ARABIA. 
GULF OF ADEN—NORTH SHORE. 


Shoal Southward of Rds Kau. 


Tue British Admiralty has given notico on the authority of the Commander of the 
French Vessel of War “ farseval” of the existence of a sivul lying 4 miles southward 
Ris Kéu. This shoal, on which the “ Parseval,” drawing 124 feet, recently touched, 
appeared to be small in extent, and has 8} fathoms at a distauce of one cuble on its seaward 








side, 
It lies with the following bearings :— 
Rés Kau ass aca N, 8°E. 
Jebel Kéu 4 N. 31°W, 
Rais Amran... 2 on N, 68°F. 
Position as given, Latitude 12° 35’ 40” 





44° 25° 45” E. 
'y, vessels should exercise great 


Longitude 
Caution—Pending a re-examination of this vi 
caution when navigating between Ras Kaa and Rais Arah, 
The bearings are magnetic— Variation 4° westerly in 1887. 





By direction of the Government of Bengal, 
Axruue W. Sire, Captain, 1.m., 
Port Officer of Calcutta. 
Pout Orricr, Calcutta, the 27th May 1887. 





JUDICIAL DEPARTMENT, 


29884. 


The 81st May 1887.—Baboo Nirod Nath Banerjee, Temporary Sub-Deputy Collector, 
Manbhoom, is vested with the powers of a Magistrate of the third class. 

‘the 8rd June 1887.—Baboo Jogendro Nath Mukerjee, x.u., is appointed to act as a 
Munsif in the district of Backergunge, to be ordinarily stationed at Perozepore, during the 
absence, on leave, of Baboo Bidhu Bhusan Chuckerbutty, or until further orders, “with 
effect from the date on which he joins his appointment, 

The 4th June 1887.—Baboo Sarat Chandra Das, Deputy Magistrate and Deputy Collec. 
tor, Tipperah, is vested with the powers of a Magistrate of the first class. 

Baboo Petawber Banerjee, Sub-Deputy Collector, Backergunge, is vested with the 
powers of a Magistrate of the third class. 

The 6th June 1887.—Baboo Mohendra Nath Mitter, Judge of the Courts of Small 
Causes, Dacea and Munshigunge, is allowed leave for one month, under section 73-1 of the 
Civil Leave Code, in extension of the leave granted to him under the order of the ig 
March last. 

BabooNobin Chunder Ohuckerbutty ix appointed to be an Honorary Magistrate for 
the Bydobatty Municipal Bench, n the district of Hooghly, and is vested with the powers 
of a Magistrate of the third class. 

The following gentlemen are appointed to be Honorary Magistrates for the ‘Independent 
Bench at Soory, in the district of Byerbhoom, and are vested with the powers of a Magis- 
trate of the third class :— 


_Batoo Tarini Churn Mookerjee. Baboo Kisore Mohon Roy. 
Ram Ohunder Lyek. . » Bhagaban Chunder Sen. 
aeMadeti, Abdul Kabir, y» _ Ratnesswar Sinha, 


Baboo Krishna Kisore Sen. 


Gline oy tears vo Munurl.—The 80th May 1847,--Baboo Bimola’Churn Mosame 
dar, Haas ¢ of fot Say | in the district of Bhagulpore, is allowed Jeave for one mouth and four 


ie ‘and two days wuder section 73, rules 2 and 8, chapter V of the Civil 
4 the remaining two days under section 73, rule 1 of the same Code, with 
(stg Bary 4th Bebruary last, i in supersession of the leave granted to him on the 26th 


“a 





‘| 
; 
] 





509 ME CALCUTTA GAZRTTE, TONE 8; 1887. Pine 1 





The 2nd June 1$87.—Baboo. Har Nath Ghose, Muniif of Sitakund, in the district of 
Chittagong, transferred to Noakhally, is allowed leave for six months, under section 128, 
ehentot X of the Civil Leave Codo, in-extension -of the leave granted tovhiar on. the 28th 

‘anuary last. 4 . 

The 8rd June 1887.—Baboo Behari Lal Banerjeo, Firat Munsif of Bagirhat, in the 
district of Jessore, is allowed leave for three weeks, under section 78, rule 1, chapter V 
of the Civil Leave Code, in extonsion of the leave granted.to him on the 25th April last. 

The 6th June 1887.—Beboo Gopal Chnnder Banerji, Muneif of Pingna, in the district 
of Mymensingh, is allowed leave for two months and 15 days, under sections +128 and 141, 
chapter X of the Civil Leave Code, in extension of the leave for three months granted to 
him on the Slet January last. 


F. B. Peacock, 
Chief Sooretary to the Govt. of Bengal. 


NOTIFICATION. 
The 7th June 1887,—Unner the provisions of section 5 of the Indian Registration Aot 
ILI of 1877, the Lieutenant-Governor sanctions the formation of anew Registration: aub- 
district couterminous with thane, Jaffargunge, in the. eub-division of Manikgunge, in the 
district of Dacca, with head-quarters at Mohadevpore. The sub-district of Manikgunge will 
henceforth be restricted to thuna Manikgunge only. ‘his notification will take effect on 
and from the Ist July 1887. 





F. B. Pzacocr, 
Chief Secy. to the Govt. of Bengal. 





PUBLIC WORKS DEPARTMENT,—BENGAL, 


Esta siisomEnt—Genenat. 
The 2nd June 1887. 

No. 185.— Appointment.—Rai Krishna Chundra Bandopadhya Sahib, Assistant Engineer, 
lat grade, is appointed to hold charge of the Patna Division, vice Mr. J. A, Price, whoso 
services have heen placed at the disposal of the Government of India. 

No. 186.—Appointment.—Rai Kali Proronno Mukerji Sabib, Executive Engineer, 4th 
grade, temporary rank, is appointed to hold charge of the Rajshahye Division, vice Hai 
Madhub Chander Roy Bahadur, who has been appointed Inspector of Local Works in the 
Bardwan Division. 

Rarway. 
The Bth June 1887. 

No. 187.—Notification.—It is hereby notified that from the 17th May 1887 a telegraph 
office has been opened for the receipt and despatch of public messages at Souapore, which 
is situated at a ferry on the Kunkur river, in the Pyrneah district, an the line of conatryc: 
tion of the Assam-Behar State Railway. 

No. 198.—Declaration— Whereas it appears to the JLieutenant-Governor of Bengal 
that land is required to be taken up by Government at the public exponae for a public purs 
pose, viz., for building staf quarters at Garaul Flag Station on the Hajipore Branch of the 
Tirhoot State Railway, in village Garaul, perguansh Bisareb, zillah Mogufferporo, it is here: 
by declared thet for the above purpose a plot of land, measuring, more or lesa, J. are ang, 
5} poles of standard messurement, is required within the aforessid village. 

This declaration is made, under the provisions of section 6 of Act X af 1870, to all 
whom it may concern. 


EspaBLisoMENT. 
The 7th June 1887. 


No. 189.—Notification,—The services of the officers named below are plaped at thé 
disposal of the Govercment of India— 


Mr. J.T. Simpson, Executive Engineor, 2nd grade. 
» J. A. Price, ditto ditto, 8rd do. 
1 W.B. Milne, ditto ditto, ath do, aud. pro tem. 
This cancels the notification (No. 163, dated 6th May 1887) transferring Mr, Milne 
to the Rsjebahye Division. e 
No. 190.—Notification.—The following notifications of the Government of India, Pablic 
‘Works Department, are republished for information :— a! 


No, 188.—The 8rd June 1887.—With relerenge to Publio Works Department: MottBeation 
dated the 16ih May 1867, Mr. 8- Fiuney, ‘Anantant Menage ‘Eastern "Bengal Biate Relay: eee 
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to act ar Manager, in addition to his own datics, 


during the absence of Major G. F. O. Bou; Boy 
on leaye, until relieved by Major B. A, Sargeaunt, t.z., orantil furtiny ogee bales 


Wo. 190.—The 8rd June 1807.~ The Governor-General in Council is plensed to order the following 


promotions of Chief and Superintending Enginoers with effect from tho dates «peeified_— 
. 























a: sence = see aia ~ 
Nauzs, From fo With effect from| Nature of pro- 
ae : | motion. 
Bell, He a + | Superintending Tn-) Superintending Mu- | 26th November | Permanent, 
Rinecr, Ist class,| giworr, Ist class, | 1830. 
sud, pro tem, | 
. . . | * | . 
Bhind, R. H. w+ | Superintending En- | Superintending En- | 26th Novembor | Permanent. 
gincer, 2nd claxs,| gineer, 2ud class, | 1886. i 
sud, pro tem, | 
. * . . 


+ 
Harrison, Licutonant- | Superintending u-| Superintending Bue | 19th February | 

Colonel C. W.L, nt. | gineor, 2nd cluns, | gineer, Ist class, 7 
and Chief Engineer, | 


Sub, pro tompore 








Bd class, fempo= | i 
rary rank i | 
Wickes, T. H. w | Superintending En-| Superintending Tn. Ditto va Permanent. 


Kineer, Sud elass,) gineor, 2ud class 

suh. pro tem. «| 

Walker, F. B. w. | Supetmtending En-!| Superintending Ea-! Ditto 
giccr, 3rd class, | gincer, 3rd class, 

anh. pro dem. and 

2nd “class dempo- | 

rary rank. | 




















| 
| 
. i . 








No. 191.—The rd June 1887.—The Governor-General in Council ix pleased to make the following 
femporary promotions and reecreivne to aud in the classes of Chief and Superinteuling Hagincors with 
ellect from the dates speeified— 























Names, i With effect from 
Anley, G. A.D, Superintending Engiueer, | Superiutending Kngineer, | 7th January 1887. 
Ist class. ud ctass. 1 
* « * . 
Anley, GA. D. a. { Superintending Engineer, Superintending Engineor, | 27th February 1887. 
2nd clags. i Ist class, 
. “ * | * 
Browne, Col. C, M,, 2.8.| Chief Engineer, 2nd Chief Engineer, 1st class | 1th Mareh 1887. 
. class, 
” Poe * } . 1 . 
Rhind, RB. H. .. | Superintending Engineer, | Superintending Engineer, | 7th April 1887. 
2nd class. | Ast class, 
. . | * 
Wickes, DH. va. | Superintending Engineer, | Superintonding Engineer, | 28th April 1887. 
2nd class. 1 Ast elas, | 
* . i * i * 
Bel, Hw ..| Saporintending Engineer, | Chief Engineer, ind class | 17th May 1887. 
Ist class, | 
‘ . ” 
i 











©. M, Browne, Col, Re, 
Offg. Secy. to the Govt, of Bengal, P. W. Dept. 


aad 


MEDICAL DEPARTMENT, BENGAL. 


No, 4661.—The Srd June 1887.—Assistant Surgeon Doyal Chunder Shome, Teachor of 
Midwifery, Campbell Medical Senool, Sealdah, is aliowed eure forsix mouths, under section 
Aaa, chapter SX of the Civil Leave Code, with effect from the 16th June 1597, oF trom any 
date he mey avail himeelf of it. 

cae : A.J, Come, 

Inspr.-Geni. of Civit Hospiale, Bengal, 
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HIGH COURT NOTICE. 
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ISSUED BY AUTHORITY OF THE HIGH GOURT OF JUDIOATURE AT FORT 
WILLIAM IN BENGAL, 


. CIVIL. 


Rule No, 2, dated 19th Aprit 1887, 


(7). Every candidate for examination 
for Pleadership or for Mukhtarship shall, 
on or before the lath November, or first 
open day therenfter in cach year, apply to 
the Examiners for leave to present himself 
at the ensuing examination, ald he shall 
establish to their satisfaction that he pos- 
sesscs the qualifications prescribed for such 
candidates. 


(8). Such anplication is not to be trans- 
mitted to the Examiners direct; but it is 
to he filed on or before the said 'Sth day 
of November, or first open day thereafter, 
in the Court of the District Judge within 
whose jurisdiction the candid resides or 
is employed (Caleutta, for this purpose, 
being taken to be within the district of 
the 24-Pergunnahy), accompanied by the 
necessary documents and papers in original, 
with the receipt of the Officer in charge of 
a Government Treasury for the fee required, 
previous to cramination, by Hule 20, The 
Judge shall thereupon enquire into the 
validity of the certificate of charneter pre- 
sented by the candidate, and shall satisfy 
himsclf as to the identiry of the candidate; 
and he shall, on or before the Ist Decem- 
her, trausmit to the Hxaminers all such 
applications, with the documents accom- 
panying, together with a list of the appli- 
cations and annexurcs, and with his opinion 
im ench ense as to the sufficiency of the 
testimonials produced, and any other in- 
formation which he may think it needful 
in any case to communicate. 














For Rules 7, 8 and 9 in Rovixed Rule 18, Chapter 
1V, Civil Rules and Orders (boing a portion of Rule 
No, 3 of 7th March 1884), substitute the following :-— 


7. Every candidate for examination for 
Pleadership or for Mukhtarship shall, on or 
before the 15th November, or first open day 
thercafter in oach year, apply to the Examiners 
for leave to present himself at the ensuing 
examination, and, tefore he be admitted to 
such examination, he shall establish to their 
satisfaction thal. he possesses the qualifications 
prescribed for snch candidates, and has com 
plied with the provisions of the following rule. 

8 Such application is not to be trans 
mitted to the Examiners direet, but it is to 
he filed on or before the said 15th day of 
November, or first open day thereafter, in. the 
Court of the District Judge within whose 
jurisiiction the candidate resides, or is em- 
pl-yed (Calentta, for this purpose, being taken 
to be within the district of the 24-Perguauabs) 
aceompanied— 


(4) In the case of aundidates for the 
Pleadership Examination with the 
documents in original referred to 
in the First and Third Clauses of 
Rule 4, and with the certificate in 
original referred to in Clause 2 of 
that Rule if the applicant has already 
completed the course of Jaw lectures, 
together with the receipt of the’ 
Officer in charge of a Government 
Treasury for the fee required previous 
to examination by Kule 20. 

(2) In the case of candidates for Mukh- 
tarship with the documents in 

orivinal referred tu in Rule 6, Clauses 

land 2, together-qith the receipt 
of the Officer in charge of a Govern 
meut Treasury for the fee required 

previous te examination by Rule 20. 





The Judge shall thereupon satisfy himeelf 
of the sufficiency of the certificates of charac- 
ter presented by all candidates for Pleadership, 
who shall have filed the certificates referred: 
to in Clavse 2 of Rule 4, and by all Mukhtare 
ship candidates, and thall satiefy himself ag to 
the identity of such candidates, and shall, on 
or before the 1st December, transmit to the: 
Examiners all such applications with the 
documents accompanying, together with a ligt; 
of such applications and snnexores, and > 
Lis opinion in each case as to the. euffcisney: 
of the testimoninls produced, and shee, 
information which he may think it needful 3, 
any case to communicate, And he -ahglbat: 
the same time transmit to the x: 
‘list of those candidates, if any, for the 
ship Examination, whu have not filed. 
ficates referred. to in Clause 2 of Rule 
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(9). ‘The Examiners shall thereupon 
take the cuse of each cansiiate, with the 
report of the District Judge, into their 
consideration, and shall determine whether 
or not the candidate is possessed of the 
necessary qualifications. If the candidate 
is found qualified, the Examiners shall 
use his name, the uame of his father, 
his age and place of residence, and other 
needful particulars, to be entered in a 
register of persons permitted to appear at 
the examination, 





Any of the last-mentioned candidates for 
the Pleadership Exainination, who have not, 
on the 18th November, completed the course 
of law lectures, may’ produce and file in 
original, on or before the Ist day of February, 
or first open day thoreafier, in the Court of the 
District Judge (in whose Court he shall have 
filed his application on or before the 15th 
Novembor), the certificate referred to in Clause 
2 of Rule 4. The Judve shall thereupon 
satisfy himself of the sufficiency of the certi- 
ficates of charueter presented by such eandi- 
dates ani as to their identity, and he shull, on 
or hefore the dth day of February, transmit 
to the Examiners all such applications with 
the documents accompanying, together with a 
list of such applications and annexuros, and 
with his opinion in oach case as to the suffi- 
ciency of the sestimonials produced, and any 
other information he may think it needful in 
any case to communicate. 

9. The Examiners shall, on receipt of the 
applications from the District Judge, take the 
case of ench candidate with the report of the 
District Judge into their consideration, and 
eball determine whether or not the candidate 
is possessed of the neecssary qualifications. 
If the candidate is found qualified, the Ex- 
aminers shall cause his name, the name of 
his father, his age and place of residence, and 
other needful particnlars, to be entered in a 
register of persous permitted to appear at the 
examination. 





Rule No, 8, dated the 27th April 1887. 


87A. If the record of the case has been 
despatched to the record-room of the Dis- 
trict Judge, under the orders of the High 
Court relating to tho periodicsl despatch 
& of records by Suh- 
vee aie Courts ordinate Judicial 
Girl Hitler and orden. Officers, the appli- 
cation for payment may be made ecithor to 
the District Judge or to the Court in which 
the deposit is held. In the latter event, 
the presiding officer shall forward the appli- 
cation to the District Judge, whose record- 
keeper will certify, under couutersignature 
of that officer, that a specified sum of 
money is due to the applicant. Such certi- 
fioate, on being rrociveu by the Subordinate 
Court; sball.then ho treated a if it were 
a certificate grantad by the chief ministerial 
officer of such Court, as provided in 
Mulo.87, If the application be made tu the 
District Ludge'direct, he shall, after satix- 
ping bimiaelf that the sum claimed is in 
depoait in the,xoanner stated, and that the 
applicant js entiged’ to receive payment, 
é papinent to be made from the District 


; ude shall also notify the same 
ine tower “Court, so, that the proper 
anéry sag bo made in the Deposit Register. 
prsceore ot every case be catered on 
the wécdrd itealf under the signature of the 
District: Jadge. 








After Rule 37A, Chapter JIT, page 47, 
General Rules aud Orders (Civil), insert the 
following -— 


87B. Whenever, after despatch of the 
record of a case ta the district record-room, 
any subordinate Court passes an order for the 
atiachment of moncy in deposit in the case, 
intimation thereof shall be forthwith sent to 
the District Judge, together with a copy of 
the entrics made in the Account Registers of 
the subordinate Court, under Rule 69, Chap- 
ter If] of the Judicial Account Rules. The 
District Judge shall thereupon cause such 
information to be noted in the Order Sheet of 
the case, as wollas in the District Account 
Rozisters. 
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CRIMINAL. 


Rule No. 7, dated the 15th June 1881. 


After Rule 5 (c) and before Rule 6, 
Chapter 11], page 72, Goneral Rules and 
Circular Orders, Criminal, insert the 
following :— 


“(f) (Certain izformation to be attached to all 
warrants of commilment— Rule No.7 of the 16th 
Tune 188 1).—Kvery Magistrate, when committing 
a prisoner to jail, shall attach to the warrant of 
commitment @ note in the following form. When 
the prisoner is sentenced hy a Court superior to 
thet of a Magistrate, the District, Mugisirate 
must arrange that this note be miade by 9 “compe- 
tent officer, and be attached to the warrant.” 


Rule No. 2, dated 2nd April 1887. 

In tho “Form to be attached to” all 
Warrants of Commitment” presoribed by 
the High Conrv’s Rule No. 7 of 15th June 
1881 (Criminal), after the Column headed 
“Other charges pending sgainst prisoner, 
with law and section,” insert the following 
column :— 











the rates 9 
the Juit Code, 


Form ® to be attached to all warrants of commil- 








mcal. 
g14 Forwak con 1 
z| 2 
diel i 
sg. 2 | a ee eeeed 








COO 


Sheriff's Office, the llth May 1887. 

Noricx 18 hereby given that the Fourth Uriminal Sessions of the year 18%7 of the Hogh 
Qourt of Judicature at Fort William in Bengal for the Town of Calautta and Factory of 
Fort William, and the piaces subordinate thereto, will be holden at the Court House, in 
the Town of Calcutta, on Monday, the Thirteenth day of June next, at 11 o’clock in the 
forenoon, and sv ou from aay to day until the suid Sessions be over. And it is hereby 
prociaimed that all persons who will prosecute any of the prisoners to be brought up for 
trial at the said Sessions be present then and there to prosecute. 

A. Wison, Sheri7’. 
vifeew otfa am orb mit SIfEN 352, cat 

MMTH AATOTT CHET) VIETOTB CTA ATW TTS CHD SE fans ochs AMA eZ winstete 
8 cmTAS WITT CPA) fava feos Way rata Aw seed aTcHA 292, | CHhalT 
cam) a> Saw aE eat cathe confer ath cra m wrefefan Se mic 
sfrarera WZ cards STH SIMTS ECs AA ores ATONE OYE fnfatnT cafe 
afatzs ate MOYTT Ct51s aH TICS Ce, Ca eM aTiw Calm acafas fate CHTUNTA 
fafon sfacas eran SS ater Se mace aifog afew catawm ara Efe! 


- pe Se Ste et _#t Beata uifae | 
EDUCATION DEPARTMENT, BENGAL, 








Subordinate Educational Service. : 

The 25th May 1887.—Baboo Mahim Chandra Chatterjea, n.a., Deputy Inspector’ of 
Schools, Tipperal, ou trausfer to the Sonthal Pergunnaks (class V), is allowed loave of 
absence for six months, under sections 128 and 129, chapter X of the Uivil Leave Code, witl 
effect from the date on which he may avail himself of it. 

Baboo Mahesh Chandra Chakravarti, Sub-Inspector of Schools, Backergungp (class Vi), 
is allowed leave of abscuce for three months, under sections 180 and 181, chapter X of ihe 
Civil Leave Code, in extension of that granted to him under the orders of the 18th. April last. 

Baboo Nil Kamal Mukerjea, who was appointed to officiate as Sub-Inepector of Schools, 
Backergunge, aud to act in class VII, will continue to officiate ss Sub-Inspector of Schools, 
Backergunge, and’ to ect in that class, during the absence, on leave, of Baboo Malieth 
Chandra Chakravarti, or until further orders. ee 

Baboo Parma Nand, Deputy Inspector of Schools, Shahabad (class V), is appointed: to 
act, unti) further orders, as Second Master of the Patna Normal School,’ with effect fro: 
1st June 1887, vice Baboo Baladeb Ram, 3.a., transferred. . 
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Baboo Baladeb Ram, 3,4., Beoond. Master, Patoa Normal School (class VI, and now 
officiating in cles Ys is appointed to officiate, until further orders, a8 Additional Master 
the Arrah Zillah School, with effect from the lst June 1887, vice Baboo Gauri Sankar 
isra, B.a., transferred, 

‘Baboo Ssjiwan Lal, u.a., Deputy Inspector of Schools, Chumparun (class VI, and now 
officiating in clas’ V), is appointed to act, until further orders, as Deputy Inspector of 
Schools, Shahabad, with effect from the 1st June 1887, vice Baboo Parma Nand transferred. 

The 27th May 1887.—Baboo Beni Frasad Misra, Deputy Inspector of Schools, Monghyr, 
and now Officiating Deputy Inspector of Schools, Purneah (class V), is allowed leave of 
absence for two. months and a half, under section 72, chapter V of the Civil Leave Code, 
with effect from the 16th June 1887, or such subsequent date as he may avail himself of it. 

Baboo Bhagabsti Sahai, m.a., First Additional Master, Bhagulpore Zitah School, and 
now Officiating Additional Master, Chupra Zillah School (officiating in class VI). is appointed 
to act as Deputy Inspector of Schools, Purnewh, during the absence, on leave, of Bato Boni 
Prasad Misra, or uvtil further orders. 

The 81st May 1887,—Baboo Gopal Chandra Chakravarti, Sub-Inspector of Schools, 
Furreedpore (class VII), is appointed to be Sub-Inspector of Schools, Mymeusingh, vice 
Baboo Uma Charan Pande, transferred. 

Baboo Gobinds Chandra Dutt, Sub-Inspeotor of Schools, Pubna (temporarily substan- 
tive. in class VII), is appointed to be Sub-Inapoctor of Schools, Furreedpore, vice Baboo 
Gopal] Chandra Chakravarti, transferred. 

The 4th June 1887.—Baboo Khirod Chandra Ray Chaudbnri, m.., Second Master 
of the Berhampore Collegiate School (class IV), is appointed to act as Deputy Inspector 
of Schools, Sonthal Pergunnahs, during the absence, on leave, of Baboo Mahim Chandra 
Chatterjea, p.a., or until further orders. 














©. H. Tawyer, 
Offg. Director of Public Tastrtction. 


List of students who passed the Final or Diploma Examination of the undermentioned Medical 
Schools in 1887, arranged in order of merit. 


CampnutL Mepicat ScuooL. 











1, Uma Moheswara Samanta. 20. Sreehari Mukerjea. 

2 Anath Nath Sen, 21. Bhobani Prasad Chuckerbutty. 

8. Monohur Samanta, 22, Abhoy Charan Kundu, 

4. Ashutosh Basu. 24. Jadu Nath Ghose. 

6. Upendra Chandra Gupta. 24, Amanutullah Mirza. 

6. Chunder Bhusan Sen. 25, Surendra Nath Roy. 

7. Trailokya Nath Banerjea. 26. Sreecharan Sen. 

8. Kunja Lall Mullik. 27. Pyari Mohun Sur. 

9. Ghutotkuch Barua. 28. Basanta Kumar Mitra. 
10. Sasi Bhusan Banerjea. 29. Baradanunda Sircar. 

11. Upendra Chandra Bhunja, 30. Raj Chandra Barua. 

12. Girish Chandra Acharya. 31. Roghu Nath Banerjea. 
18, Radhika Prasad Datt. 32, Ram Chandra Chunder. 
14, Basanta Coomar Roy. 33. Radha Raman Das. 
15, Gobind Chandra Misra. 34. Kedar Nath Bagebi. 
16. Nobin Chandra Dutt. 85. Jogendranath Goswami. 
17, Jagabundhu Biswas, 86. Sasi Bhusan Dutt, 

* 4 Jaladbor Pramanic, 87. Jagat Chandra Das, 
19. Krishna Charan Chunder. 88. Umesh Chandra Biswas. 
Dacca Mepicat Scoot. 

1, Abdul Subhan. 22, Bhobendra Narayan Biswas, 

2, Radha Nanda Dey. 23. Amrita Lall Sen, 

8. Paresh Nath Bakshee. 24. Hridoy Nath Mandal. 

4, Nava Kumar Gupta. 25, Sribash Chandra Talukdar. 

5. Ram Lall Sarkar. 26. Prosunno Nath Dey. 

6, Madhu Sudan Das. 27, Amrita Lall Basu. 

7. Beeta Nath Das, 28, Dharanidhar Sarkar. 

“@: Abhoy Kumar Guha, 29. Lslit Kamar Sarkar. 
“@ Rajani Nath Sen. 80. Krista Kichore Sarkar, 
26, Jogandra Nath Biswas. 81. Sovkdev Pal. P 
11) Lalit Kinsore Roy. 82. Gopal Chandra Mukerjee. 
12. Govinda Obandra Das. 88. Chandra Sikhar Roy, 
$8; Kamini-Kumar Sen. 34, Manohar Nag. 

1. Boni Madhab Chakravarti. 35. euddin, 
95. Mathura Mohan Nath. 86.. Raisuddin. 
16, Kala Chand Bovo, 37. Rai Charan Dats. . 
4%, Hridoy Nath Bassk, 88. Upendra Chandra Chatterjee, 
($8, Ram Kumar Datta, 89. Tazak Ohandsa Roy. 
@& © Polin Chandra Bunda. 40, Anath Bandhoo Basu. 
20, Raga Chara 41. Jogendra Nath Roy. 
Ade 42, Krista Neth Chakravayti., 


n"".48. Deno Nath Dey. 
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25. 


The 18th May 1887. 


PESO ornere 


Qnissa’ Mepicat Scuoon, 


‘Tara Prasad Miser, A 
Gopi Nath Pandah, : 
Bhagbut Pundab. a 
Ishau Chonder Dase, 8. 





Myadbur Rai. 
Upendro Nath Rai, 
Nilmoney Chand. 
Premanuud Boul. 


Temriz Mepicat Sowoon, Patwa. 


Reyasut Hossain, 12. 
Abdul Hamid, 13, 
Ram Lal Das. 14, 
Mohamed Abdul Aziz. 15. 
.Radhike Prasad Bauerjes 16 
Abdul Wahid. 17, 
Shew Narayan Vajpai. 18. 
Abdul Hamid. 19, 
Benod Behary Roy. 20. 
Enayct Hoseain, 2h. 
Abdus Subhan. 22. 
28. Mohamed Hossain, 
Muuitary, 
24. Hafizuddin. 
NaGrore. 
Ameenuddin, | 26. 





Haran Onandra Ghosal. 
Mohamed Nasirul Hug. 
Mazhor Hossain. 
Mohamed Azimuddin, 
Ekbal Hossain. 
Mohamed Nurul Huq. 
8: aik Shshadut Ali, 
Syed Sajjad Ali, 

Raja Ram. 

Abmed Hossain, 
Latafet Hossain. 


Parmanand. 
C. H. Tawver, 


OGG. Director of Public Instruction. 


Supplementary List of students who pasted the Final or Second Diploma Eaomination of (he 
Cumpbet Medical School in 1886, arranged in order of merit. 


1. 
2. 


The 18th May 1887. 


Annada Prasad Nundy. | 3. 
Dukbina Kumar Kastgir. 4. 


5. Hara Mohun Banerjea, 


Ramani Mohun Banerjea. 
Mahomed Zahed. 


C. H. Tawney, 


Off. Directur of Public Instruction. 


RESULT OF THE VERNACULAR MASTERSHTE EXAMINATION OF THE 


Pepe 


oe 


- 


ope 


. Kawleshwar Tewari 
. Shekh Perali ee 
. Panch Cowrie Ram .., 


SPE pepe 


RANCHI NORMAL SCHOOL, 


Tuirp yRaR, 
Medium. 


. Kali Charan Ram 
- Gobardhan Lal 
; Jonky Panday 
. Broja Ballav Jogi 





Sriran 


; Atakarim Khan. ~ 


Buconp YEAR. 
High. 
Medium. 
Low. 
Firsr_Yzar. 

High. 
Kenaram Chakravarti a0 


Rupen Ram 
Gokul Ram 
Gorib Ram 





1887, 
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Litt arcu candidates who have obtained Middlo-and Upper Primary Seholarahips in the 
Presidency Circle for the year 1887. 


Mivpte Enoxis Scrorans, 










































































= — 
Wo. ‘Name of scholer, School. ‘No. ‘Name of scholar, | Bchool, 
Parstvency Divisrow. I Jessore—contd. 
Caleutta, | & | Beni Mahar Rey. Suilkupa MB, 
. aj Kumar Banurji | Lokehi 
1|Kasiewar Datta... | Caloutta Modol, Eng. | : a Viateioipetse Bf Bt 
lish Department. | Khulna. 
2 | Jatindra Mohan Pal Ditto. 
3 | Atul Krishna Ohatarji Ditto. | 1 | Sita Nath Ghosh Kharoria ME 
| 2 |Sesadbar Ghoeb a 
Redhe Charan Chatuiji| Ghatbhog Mf. V. 
24. Pergunnahe. | Hi Snatehog BL, 
1) Kshirod Chandra Chak) Chota Jagutia M. B. Moorehedabad. 
a | Harden Mukhurji_... | Govindapor M. B || 1} Ram Chand Datta... | Bolen M. E. 
8 | Amrita Tal Basu Chota Jagulia M. B. | . 
| Cxora Nacror Drvieror. 
Nuddea. 
| Hazaribagh. 
1 | Abinas Chandra Chak-) Goari Hindu M. E. | 
ravarti. || 1] Bbagabat Sahay .., | Ohatra M. E. 
2|Surendra Nath Bha-|Sutragar M.E. | ae 
ani. | Singbhum, °° 
8 | Upendra Nath Sen ... | Bhajanghat M.B. | 3 
4 | Kshotra Gopal Biswas | Kurulgnchi M.E. | 1) Radirdad Khan... | Chaibasea Sillah. 
5 | Jagadismar Sen. | Harinereyaopar M, 2 | Sheikh Abdul yO Di 
Tossore. i Manthun. 
1 | Jagondra Nath Pal ... | Palite MB. | 1| Hem Chandra Sen... ) Manbazar M. F. 
2|Nareyan Chandra |TItna M. B. | 2| Prasauna Kumar Gar-| Burabazar M. 
Bhattacharya. kar. 
{ 
Mroprz Verwacuian Scnorars. 
Puzstorxcy Drviston. | Jeesore. 
Calcutta. 1 | Kali Das Mitra . | Fessore Zillab. 
2 | Banwari Lal Mitra Naral M. V. 
1 | Bipin Bihari Bhatts. ) AbiritolaV. Pathsala. || 8 | Ram Lal Majumdar. | Nahata M. V. 
charya. 4|Prafulla Kumar Mnu- | Ichapur M. V. 
2 | Amar Nath Sinha | | Bow Bazar V. School. kharji. 
3 /Begela Charan Bhatts.| Abiritola |” Banga 
Vidyalaya. Khuina. 
4 nh umar Mukharji | Ahivitole V. Patheala. 
°5 | Sarat Prasad Serbs. | Bow Bazar V. School. | 1 Abinas Chandra Mu- | Sonbati M. E 


dhikari. . 
“6 ee mene Chakra. |" Ditto. 2 | Guna Sindhu Dhali ... | Bishoupar M. V. 


7 wait Das Makburji Giey Institution, i 
8 | Lal Behari De Bow Bazar V. School. |) Moorshedabad. 
9 ‘aukel Obsndra Basu | Ahiritola V. Pathsel 



























1} Balai Chand Datta ... | Panchthupi M. V. 
24-Perguanaha | 2 | Jatindra Mohan Ghosh | Jajan MV. 
ve i 3 | Sasi Bhushan Sarkar... | Saidabad Model. 
1 | Sris Chandra Mokhurji | Kharda M. V. 4| Banwari Tal Sinha. | Gorabasar M. V. 
B | Busil DalChakravarti.. | Taki Goverment. || 6 | Radha Kenta Das”. | Kandi Model. 
§ | Sital Qhandra Nath ... Mirzapur M. v: 6 | Radhika Lal Banu Jangipur H. E. 
4|Nafer Chandra Mu: |Rhidirporo ‘Amol. || 7 |Durge Dae Sinha” | Jitpur“Mollapara 
S| Obagi ganaled (breach of ny. 
: pon, Collegiate 
School). Cxora Nagrvz Divistor. 
6 | Prefalla Kumst sil. | “Ditto, 
6 | Katous Nash Duais- | Jedarhati M. V. Easaribagh. 
1 | Ram Sebak au | Hazaribagh Model, 
, - Nudges. 2 | Dari Dayal | Dito 
: j 8 | Nanda Tel Saha Dod Me B 
‘a Haripar M. V. a | Jegannath Say Ditto. 
3 ' Barmy Model. 5 | Sukder Upadhyay “| Jari Model. 
a Boritieearak MV, | 6 [Sib Chee Mea’ “| Dbaawar AEB, 















































qe medion are only entitied to tree stadentahipe for Ove years, + 





























510 THE OALCUITA GAZETTE, JUNE 8, 1687. {Pawe I 
———— 
Mivore Vaieracuiar Scuorars—oontinued, 

No. School. | No, ‘Name of scholar, School. 





Caora Naorva Divisrox—continued. 

















































































Lohardugga. Singbhum. 
1 | Kanja Lal nchi M. V. | 1 | Hara Sankar Trivedi... | Kharsowan Model. 
2 | Ram Norayan Banurji mar Model |} 2 | Purushottam Sarangi | Ghataila M. V. 
3 | Krishna Kumar Dhar | Garwah M.V. 3 | Udaya Chandra Palit... | Haldipukur Model, 
4 | Jadu Bansa Dayal Ranchi M. V. H 
5 | Basudev Dhar Garwah MV. Manbhum. 
6 | Biston Mundari ‘Tamar Model. 
| 1 | Bamacharan Ganguli... | Purolia M. V. 
| 2 | Santiram Urao Ditto. 
| 3 | Panchanan Babu Cholama Model. 
| 4) Pratap Chandra Pando | Medhutati M. V. 
Urrsr Primary Scronaps. 
Paustpaxcr Division. [ Cuora Nacrore Division. 
24-Porgunnahs. | Tazaribagh. 
1 | Hari Gopal Makburji , Fatigoda U. P. | 1 | Sheikh Amir Ali Kooa U. P. 
Q | Kedar Nath Sirdar... | Nazra Model U.P. | 2 | Sarku Majhi Pachamba ‘Training 
3 | Kebamanonda Haldar: Kalinagar U. Pe Mission. 
4 | Anoada Charan Datta | Kamarpol. 
Neddea. ; | Lokarivgge, 
1 | Priya Noth Sala Dhbarampur Circle | 
2 | Sitab Biswas ww | Suaidiv U, Py jj) 1| Devendra Neth Che-| Rahe U.P. 
3 | Ginis Chandra Karme- | Jasra U. P, | turji. 
fee | 2 | Auanda Nath Ray Lanchi Bengali U.P. 
4| Kedar Nath Pramanik | Jeduboyra U.P. |) 3 | Ram Pratep Ram Durenda U.P. 
5 | Panchanan Ray Raghnuathpur U.P. | 4 Sram Rem | Sarjandih. 
Resp: | 6) Nil Mohan Ray Nawadi U. P. 
1 | Mukunda Lal Saba ... | Sailkupa U. P. i 
2 | Jonabali Biswas Govindapur U.P, 
3 | Rajkumar Datta... | Suktagram U. P. Singh beer, 
4 | Surondra Nath Haldar | Bhulat U.P. { : 
5 | Deajat Via Molle... | Kajali U. PB. | 2 | Konti Tal Basu Chaibassa Zillah, 
6 | Sarat Chandra Naudi | Kejpat U. P, 2 | ngu Tanti Assantalia U. P. 
| Ehul 8 | Sidu Ho Assera LU. P, 
ipa 4 | Siva Ho eats Purunia U.P. 
1 | Kshetra Gopal Mukhurji) Maheswarpasa U. P. |! 6 | Kasi Nath Tripati ‘.. | Ghaksadharpur U, P. 
2 | Kusum Kumari Rela | Malesrertase Girls | 
Moorshedabad. Manbhum. 
1 | Rohini Kumar Pal... | Amlai U.P. 
2 | Satkari Chatorji Taypur U, 1|Pasupati Rey —.., | Illa U.P 
3 | Jasomanta Sinha Teghari No. || 2| Kalipada Mitra _<\. | Narngoria U. P. 
4 | Batis Chandra Chokra- | Arera U. 2. || 8 | Govinda Ohandrai| Kanora Gopalpur U. P. 





varti. 














rho! 


























4, Datnousiz Savarz, Canourta, 


RADHIKA PRASANNA MUKHERJI, 


The 61h June 1887. 


NOT 


Offa. Inspector of Schools, Presidency Owole. 


ICE. 


Tas snmmer vacation of Collezes and Collegiate Schools is extended for one week for 
this year. The Colleges avd Collegiate Schools will therefore're-open onthe 20th instant, 
instead of on the 13th, as previously sanctioned. 


Danssecina, the 2nd June 1887. 


O. H. Tawnzy, 
Ofg.:Dirootor of Pubitc tnxtraction. 
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Gist of Candidates who have obtained Middle English Scholarships for the year 1887. 














Name of school where 








Naz. | School he comes from. the scholarship is 
3 tenable. 
Dacca. 
1| Nanda Lal Acharya... Banari... ... | Dacca Collegiate. 
2 | Rasik Lal Bhattacharya Dhankora ae Ditto, 
8 | Mathura Nath De 30 Srinagar Ditto. 
Furreedpur. 
1 | Beni Madhav Pal Pingla ... Calcutta Oriental 
Seminary. 
2 | Jamini Nath Mukhopadhya Kartik pur «| Dacea Collegiate. 
8 | Kali Mohan Ghosh on Gosainhat ava Ditto, 
4 | Kamini Kumar Bhattacharya Kartik pur Ditto. 
Backergunge. 
Annade Charan Sen Basanda Bariesl Zillah. 
Hem Kenta Sen ..| Ditto Ditto. 
Akhay Kumar Sen . | Goila Ditto. 
Lalit Kumar Sarkar Banarepara Ditto. 
Sarat Chandra Das Goal Bhawar Ditto. 


Mymensinyh. 


Ganga Onaran Bhattacharya 
Giris Chandra De 

Rajani Kante Sarkar 
Ichha Mohan Ohakravartt 
Dhirendra Nath Choudburi 


Tipperah. 


1 | Rajani Nath Bhattacharya 
2 | Raj Kumar Datta s 


Noakholly. 
1 | Ram Dayal De 
Chittagong. 


Man Bahadur Singha 
Khirod Chandra Nandi 
Hasmat Ullah 


Dacca. 


Keramat Khan’ 

Bitnala Charan Chakravarti 
Hari Charan 8i) - 
Aron Ohandra Thakurta. 
Sarat Ohandth Ray 
Mana Mohan Whar 
‘Hom Obandra De oes 


Furreedpur. 
¥ Dine Chandra Chattepadbyn 
andra Das 


ib Ob: 
sae a. 


ewe 












Neoapune, 




















Rangemati 
Sultanpur 
Satkania 





Benjara .. 
Madhyapara 
Maijpara 


Dhewkhals. 
Balluvdi 





Netrakona Dacca Collegiate, 
Pingna Serajgunge Entrance. 
Netrakona Mymensingh Zillah. 
Sherpur .. Ditto, 

Nagarpur Metropolitan Institu- 
tion, Calcutta. 
Chandpur | Oomillah ZiNah, 
Ohanddagram Dacca Collegiate. ~ 
| Dattapara Noakkolly Zillah. 


Boarding | Chittagong Collegiate. 
Ditto, * 





Ditto. 


. | Jagannath Vernacular | Daces Collegiate. 


Ditto. 
Ditto. 
Ditto. 
Ditto. 
Ditto, 
Ditto, 


Furreedpur Zillah. 
Dacca Collegiate. 
Barisal Zillah, 
Dacca Collegiate. 
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Name of scbool where 
Naw. School he comes from, the scholarship is 
tenable. 
Sin wegecee gst 
a 7 as etn ba 
Backergunge. ' 
1 | Prasanna Kumar Das . Svarupkathi Model ... | Barisal Zillah. 
2 | Lalit Mohan-Gupta, IL- Goilo ee Ditto. 
3) akhay Kumar Chokravarti Baedhe ... Dacca Medical. 
4 | Ambika Charan Chattapadhya +. | Bowkati «| Barisal Zillah. 
* Mymensingh. 
"1 | Annads Mohan Baudyopadbya Kanihari =. | Dacca Collegines. 
2 | Sarat tbandra Mitra .. Karatia Mahammad | ‘fengail Graham: 
Ali’s. 
3 | Sanatan Karmakar . | Pingua «s+ | Serajgunge Entrasce. 
4 | Ramaui Kisor Majumdar «| Hardinge School... | Mymensingh Zillah. 
& | Purna Chandra Sanyal ,., ... | Durgapur ate Ditwo: 
Tipperah. 
1 | Jogendra Kumar Laekar Chandpur Daeon: Cullégiate. 
2 | Manes Ohandra Chakravarti Damodardi Ditto.’ 
3 | Kailas Chandra Chakravarti Nasitabad Dacca Pogore. 
4 | Ananga Chandra Bhattacharya... | Brahmanbaria M. Brahmanbaria, H. E. 
6 | Purna Chandra Sarma ... Ditto Ditto. 
6 | Azgar Ali. .. | Comillah Giridhari .. | Daoca Normal; 
7 | Mahim Chandra Bhaumik Paier Khola «+. | Noakholly '‘Zitlah, 
Noakholly, 
1} Dula Miah .. . | Noakholly Vernacular} Noakholly Zillah. 
2 | Arip Miah .,. oe Ditto me Ditto, 
3 \Sasi Kumar Das ase «+ | Kalapania see Ditto. 
Chittagong. 
1 | Sarat Chandra De “a Kborandvip «+ | Chittagong Collegiate. 
2 | Kailas Chandra Baruah ... Ditto Dacoa Medical. 
3 | Annada ¢ haran Bhattacharya Dhakakhali Chittagong Collegiate, 
4 | Srinath Kanangoe ons Ditto Ditto. 
5 | Sarada Kumar Kanengoe =. | Cox’s Bazar Ditto. 
6 | Chandra Kumar Chakravarti ... | Harbong Model Ditto. 
Dacea, n C. A. Mannix, 
The 20th May 1887, Inspector of Schools, Eastern Circle, 


a 


NOTIFICATIONS OF THE BOARD OF REVENUE: 





No, 666B. 


Aw examination of the Provision Opium of 1486-86, received from the Patna‘end Ghaseo- 
pore Factories, will be held at the Presidency Opium Godowns, within the Custom Houss 
premives, on Thursday, the 9th June 1487, at 11 a.m, Deglers and others interested in 


Opium are invited to attend, , 


By order of the Board of Revenue, 1.P., 


K. G. Gupta, , Secrevary. 
Catourta, the 25th May 1887. bane 


No, 688B, Hs 


Norics is hereby given that tho Soventh Sale of Opium, the Provision. pl, 18685 
and 1885-86, will be held at the Government Opium 8ale-room, wn 2, BankshaHentrast. 
on Monday, the 4th July 1887, at 11 a.at., and will comprise 4,750 chests, vis.— 


Opium manufactured at the Patna Factory, consisting of 62 chests’. .: 

of 1884-85 and 2,813 chyste ot 1865-86 " ot, | B67 
Ditto ditto at_the Ghazeepore Factory, consisting..of 

643 chests of 1884-85 and 1,732 chests of 1885-86... a, 2) 









Tot as 4,780 
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Qed: The general conditions of the sale now advertised will be the samoasueual, They 
may be escertained by reference to the Notification issued on the 29th November 1886, and 
published in’ the Gcrsrament and Euchange Gazettes, or on personal application at the 
Officmof the Board of Revenue. 

Srd. The latdst dates for deposit and clearance will be the th and 19th July 
1887, respectively, “that ia to say,no Bank of Bengal Receipts, Government Promissory 
Notes, or other public sccurities that may be tendered for deposit in redemption of 
Promissory Notes given by purchasers in the eale-room will be received after 1-30 p.m. 
of Saturday, the 9th July 1887, and uo Bavk of Bengal Receipts in full payment of lots 
will ke accepted after 8-80 p.m. of Tuesday, the 10th July 1887. 

4th, In addition to the quantity above advertised for sale, the following quantities 
more or less, of the opium manufactured at the Patna and Ghazcepore Pactories will be 
brought to.sale up to December next about the dates specified below. The Board of 


Revenue, however, reserve to themselves the right of altering these dates should circum- 
stances render it expedient to do so: — 








| Manulactured at | 
| the Ghmaeryore 
About 


| Mannfactured at 
{ihe Putin Factory. | 
‘Abra eueats” | Fe 


Dates. ‘Total about chests, 











On or about Tuesday, 2nd August 1887 . 2,375 | 4,750 


On or about Thureday, lat September 9, 








2,875 4,750 
On or about Thursday, 6th October ” 2,375 4,750 
On or about Wednesday, 2nd November ,, 2,375 4,750, 
On or about Thursday, ist December » 2,375 4,750 

Total a | 11,875 23,750 





By order of the Board of Revenue, L. P,, 


K. G. Gurra, Ofg. Secretary. 
Boaan or Ruvenve, L.P., Fort William, the $1st May 1887. 





Btotement showing the Importation of Salt (private property) in Bond and Afloat on the River 
Hvoghly snnject to Cvatoma Duty on the 81st May 1887. 7 























Descarerion oF 8411. evga’ | rivate gota. afloa:. Total. 
! { 
Mas. Mas. Mas. Mads. 
| 
Liverpool Panga c 2,88,462 | 829,963, 
Italian Keiykutch ve | 2,71,450 | 2,71,450 
Bombay ditto... see 77,085 | 77,085 
Arabian and Persian Gulfe Kur- 
‘Kkutch and Muscat Rock =... |_2,05,982 ssvasy 2,05,932 
Hamborg Salt 12,892 86,861 | 49,753 
Total .. | 8,565,821 5,78,362 | 14,384,183 





2. ; - “ - : | 








By order of the Board of Revenue, L. P., 
O. A. Samvriie, Offg. Collector of Customs. 
‘Gpazom, House, Gatourm, the 7th June 1887. 












Pe cts eh Hn , NOTIFICATION, 
eta notified for general information thet an election will be held, under section 
2708 hot: 5.) 1884, on Wednesday, the 20th July 1887, in the Mohigunge Ward vf 





Munisipslity, in the district of Kungpore, for the purpose of electing a 
jn the place of Baboo Nobodip Chundra Shcha, who has ceased to be a Com. 
Sander section 20 of the Act. ¢ 

phe i ! 





E, E. Lowts, Commissioner, 


BRSISTERED No. 29. No. 24 of 1887, 

















WEDNESDAY, JUNE 15, 1887. 
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PART I. 


Orbers and Hotifications by the Hient.-Godernor of Bengal, 
the Bigh Court, Gooernment Greasury, xc. 


* = 
ORDERS BY THESLIEUT.GOVERNOR OF BENGAL. 


, No. 3060A, 


Guneran.—The 8th June 1887,—Mr. C. A. 8. Bedford, Assistant Commissioner, 
reported his departure from India, on furlough, on the 25th May 1887, 

Phe Gh June 1867.—Mr. G. K. Lyon is appointed to act, until further orders, in the 
first grade.of Joint-Magistrates and Deputy Collectors, and is posted to the Sudder station 
of the 24-Pergunuahe district, on being relieved of his present appointment as Officiating 
Under-ecretary to the Government of Bengal by Mr. H. A. D. Phillips. 

. The 10th June 1887,—Mr, A. W. B. Power, Officiating Magistrate and Collector, 
Shahabed, is appointed to act, until further orders, im the first grade of Magistrates and 
Collect with effect from the 27th April 1887, vice Mr. ‘T. Norman, on leave. 

Mr, R. M. Waller, Officiating Magistrate and Collector, Nuddea, ia appointed to 
acty antl farther orders, in the firat grade of Magistrates and Collestors, with effect from 
the Bth May 1627, vice Mr, E. Hs Sr ecteacotts on depalasion. 5 E 

Mr, A. Forbes, Officiating Magistrate au lectur, 24-Pergunnahs, is appointed 
to act, tintilsfurther ‘orders, in the firet grade of Magistrates and Collestors, with effect 
fromthe Lith May 3887, vice Mr. C. F. Worsley, on deputation. Fi 

* Ma B.B.S;"Qpltier, Officiating Magistrate and Collector, Rungpore,. is inted, 
to act, Until further orders, in the second grade of Magistrates and Colleétars, with effect 
from the; 6th." 4 ice Mr. W. B. Oldham, appointed to act in the. first grade of 
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Mr. ©. R. Marindin, Officiating M@gistrate and Collector, Dinagepore, is appointed to 
act, until further orders, in the second grade of Magistrates and Collectors, with effgot from 
the 27th April 1887, vice Mr. A. W. B. Power, ; . 

Mr. G. A. Grierson, Officiating Magistrate and Collector, Gya, is appointed to act, 
until further orders, in the second grade of Magistrates and Collectors, with effect from the 
5th May 1887, nice Mr. R. M, Waller. bi 

‘Mr. K. K. Henry, Qfficinting Magistrate and Collector, Cuttack, ia sppointed to act, 
until further orders, m the second grade of Magistrates and Collectors, with effect from the 
llth May 1887, vice Mr, A. Forbes. 

The 11th June 1887.—Baboo Dino Nath Dey, Deputy Magistrate and Deputy Col- 
lector, is posted to the Sudder station of the districtof Gya. 

This cancels the order of the 28th May 1887,"appointing Baboo Dino Nath Dey to 
have charge of the Aurangabad sub-division of the Gya district. , 

The order of the 28th May 1887, grantiug privilege leave for one month to Bahoo 
Mokunda Dcb Mookerjee, Deputy Magistrate and Deputy Qollector, Aurangabad, Gya, is 
vance lled. : a 

Baboo Nanda Lal Bagchi, Officiating Deputy Mfsgiatrate and Deputy Collector, 
Jessore, was on leave under rule 1, section 128 of the Civil Leave Gode, from the 16th to 
the 25th May last. ¢ . 

The 13th June 1887,—Baboo Roy Brahma Dutt is appointed temporarily to>be a 
Special Deputy Collector for excise work in the district of Durbhunga. 

Mr. A, Wockes, cs. has been granted by Her Majesty’s Secretary of State for India 
an extension of furlough for four months, 

Mr. A. Forbes, Officiating Magistrate and Collector, 24-Pergunnahs, is allowed leave for 
three montis, under section 72 of the Civil Leave Code, with effect from the Ist August 
1s87. 

Mr. J. Whitmore, Otficiating District and Sessions Judge, Becrbhoom, is’ allowod leave 
for one month and two days, under tho vote to rule 3, section 73. of the Civil Leave Code, 
with cect from the date on which he may be relieved by Mr. &. I. Anderson. 

Mr. Ro UM. Anderson, Officiating District and Sessions Judge, Moorshedabad, is 
appointed to act us District and Sessions Judge of Beerbhoom, during tho absence, on leuve, 
of Mr. J. Whitmore, or until further orders, 

Mr. G. 1. Manisty, Officiating Magistrate and Collector, Mozufferpore, is appointed 
to act as Magistrate and Collector of Shahabad, during the avseuce, ou leave, of Mr, 
A.W. B, Power, or until further orders. 

Baboo Joduuath Bose, Deputy Magistrate and Deputy Collector, Burdwan, is 
appointed to have charge of the Outwa sub-division of that district. ‘ 

Badoo Mohendro Nath fhuttachariee, Deputy Magistrate and Deputy Collector, 
Howrah, is transterred to Burdwan, aud 13 posted to the Sudder station of that district, 

Baboo Jnggut Chunder Shome, Deputy Magistrate aud Deputy Collector, Cutwa, 
is transterred to Jessore, and is posted to the Sudder station of that district, 

Baboo Nunda Lal Bayehi, Officiating Deputy Magistrate aud Deputy Collector, 
Jessore, is transferred to Howrah, and is posted to the Sudder station of that district, 

Babvo Provhat Chuuder Chatterjee, Temporary Deputy Magistrate aud Deputy Collec. 
tor, Puoree, ou leave, is transferred to Rungpore, aud ix posted to the Sudder station of 
that district. 

The \4th June 1887.—Mr. IL. 8. Beadon, Magistrate and Collector, Durbhunga, wau on 
leave, under section 72 of the Civil Leave Code, on the 19th.February 1887, ; 

Mr. 'T. J. Mendes, Deputy Magistrate aud Deputy Collector, Kurlgram, Rungpore, 
ix allowed jeave for three mouths, under section 72 of the Civil Leave Cude, with effect 
from the date on which he may be relieved. ; 

Mr. U. G. H. Allen, Assistant Magistrate and Collector, Rungpore, is appointed tempo- 
rarily to have charge of the Kurigram sub-division of that district, during the absence, ou 
leave, of Mr. T. J. Mendes, or uatil further orders. r ; 








Porrce.—he 11th June 1887 —Mr. B. L. Halliday, Officiating Assistant Superintent- 
ent of Police, Bhagulpore, is transferred to the 24-Pergunnahs, 

Mr. W. Stewart, Officiating Assistant Superintendent of Police, Miduapore, é¢traue- 
ferred to Jeasore, RRO. f 

Mr, A. 5, Judye, Assistant Superintendent of Police, has been granted ‘by : Her 
Majesty’ Sceretary of State for India au extensiou of leave, on modical certificate, fer:thtee 
mothe, * aaa 
The 18th June 1887.—The following Police Officers acted in the grades mettipied fat 
the periods specified against their names :— 5 





District Superintendents of Police, First Grade; « 


Mr. RB. H. G, Irvine from the 24th July 1686 to the 17th October 1886, 
from the 17th December 1886 to the 8th January, 4887 inclusive, and. agai: i 
19th, January’ 1887. rae aes 

Mr. H. A. Coombs from the 11th September 1886 to the 17th O¢tober< 








tf 








" Bistrict Supgrintenditle of Police, Second Grade. 


MricD. ‘W. Ritchie from the 24th July 1886 to the 8th Jnnuary 1887, inclusive, sind 
agdin from the'9th Jonnary 1887. 

Mr. H. N, Harria from the 1th August 1886 to the 26th December 1886, inclusive. 

Mr, W, Campbell from the 6th September 1846 to the !0ch December 1886, inclusive, 
nd aeain from the 17th tn the 20th’Deoerber 1886, inclusive, 

Mr.'W, J, Kilby from the 9ch September 1886 to the 11th November 1486, inclusive 

Mr. A. BE. ©, Bolst from the With September 1886 to the llth November 1886, 


inclusive. 
ae) W. B, Maxwell from the 2nd to the bid October 1886, inclusive. 


District “superintendents of Police, Third Grade. 


Mr. J. B. Birsh from tho 24th July 1886 to the 10th: December 1836, inclusive, and 
again from the 17thtovthe 20th December 1 S86, inclusive, 

Mr. R. F, HL ~boghe : ‘from the 19th August 1886 to the 4th December 18%, 
inclusive, 

Mr. W. R. Green fromthe 6th September 1886 to the 26th November 1886, inelusive. 

Mr, ©. A. Fisher from the th September L886 to the 17th November 1886, inclus? 

Mr. V. W. Bertelsen froin the 11th September 1886 to the 11th November 185 
inclusive, 

Mr. W. B, Savi from the'2nd October 1846 to the 31st October 1886, inclusive. 

Mr W. F, Smith from the 2nd to the 11th October 1886, inclusive, vice Mr. Savi, 
on privilege leave, 

Baboo Mohendra Nath Hazra from the 3rd October 186 to the 28th October 1886, 
inclusive. 

Mr, C. F, Fabre-Tonnerre from the 12th to the 17th October 1886, inclusive. 

Mr. H, Dawson from the 19th January 1887, 





6, 


District Superintendents of Police, Fourth Grade. 


‘Mr. ©. E. Gouldsbury from the Sth July 1886 (instead of from the 14th idem ae wax 
previously notifies) to the 8th January 1857, iuclusive, and again from the 19th Jaunary 
1857. 

Mr. H. V. H. Roberts from the 14th July 1886 to the 26th December 1886, inclusive. 

Mr. J. PB. Sneyd from 24th July 1886 to the 10th December 1886, inclusive, and 
again from th 17th to the 20th December 1886, inclusive. Mr. Sueyd being on deputa- 
tiou ix seconded in the fourth grade, 

Mr. 1. W, Pabre-Tonnerre from the 24th July 1886 to the 10th December 1586, inclusive, 
and again from the 17th to the 20ch December 1886, inclusive, vice Mr. J. P. Sueyd, on’ 
Geputation, 

Mr. @. D. Graham from the 19th August 1886 to the 4th December 1836, inclusive. 

Mr. J. H. W. D, Clark from 6th September 1886 to the 26th Novemner 18s, 
inblosi 
Mr. R, a Guise from the 9th September 18%6 ta the 11th November 1886, inelnsive. 
> My. G. W.8. Cox from the 11th September 1486 to the 31st October 1886, inclusive. 
Mr. CO il continue to act as a District Superintendent of Police, fifth grade, from the 
Jst November 1886. 

Babvo ‘Gopal Hurry Mullick from the 2nd October 1886 to the 2ith October 1886, 
inclasive. Paboo Gopal Hurry Mullick acted asa District Superintendent of Police of the 
fifth grade from the 29th October 1886 to the 17th November 1886, inclusive. 

Mr. ‘T. O. Orr from the 3rd October 1886 to the 26th. October 1486, inclusive. Mr. 
Orr will act in the fifth grade of District Superintendeuts of Police from the 27th October 
1886. 

Mr. W.D. Abercrombie from the 12th October 1836 to the 17th October 1886, 
inclusive, Mr, Abercrombio acted in the fifth grade of District Superintendents of Police 
from'the 18th October 1886 to the 1Uth December 1886, inclusive. 

Mr. V..W. Bertelsen from the 12th November 1886. 

Mx.W. B. Savi ftom the 1st November 188i, 

Babgi Mohendra Nath Hazra from the 29th October 18°6. 

ME C., EB, Fabre- ‘Tonverretrom the 18th October 1586. 























Assistant Superintendents of Police, First Grade. 


Me. 8.6. 8, Beker ffom the 27th July 1666. 
_ Batiou Jadub Chunder Deb from the 2nd October 1886 





Opiow,—The 10¢hJune 1857.~Mr. H. F. Drammond, Suh-Depaty Opinm Agent, 
sib, ia atlowed leave tor. ane iponths, under section 72 of ‘the Civil Leave Code, with 
et ftom f “ee Rate 1. Pees ; 
iciating ats eputy, Opium: Agent, A leegunge, is appointed to'act. 
e Ba Ages 2 of Rettiab, during the ubsence, ou leave, of Mr, HL HL F..Dmom- 
shad 
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The 14th June 1887.—Mr. A, M. Alone, substantively pro fem. Probationary Assistant 
Sub-Deputy Opium Agent, Benares Agency, is confirméd in the probationary ede of 
Assietant Sub-Deputy Opium Agente, vice Mr. St. Leger Fagan. 

Mr. W. 8. Burt, Officiating Assistant Sub-Deputy Opium Agent, Behar Agency, is 
appointed substantively pro tempore Probationary Assistant Sub-Deputy Opium Agent, 
vice Mr. A. M. Alone. 

Mr. St. Leger Fagan is appointed to act, until further orders, as an Assistant Sub- 
Deputy Opium Agent in, the Benares Agency, vice Mr. W. S. Burt, with effect from the date 
on which he joined his appointment. 


Menicat.—The 11th June 1887 —Surgeon J. ffrench Mullen, M.p., bas been granted 
by Her Majesty’s Secretary cf State for India an oxtension of furlough on medical certificate, 
for four months. 


The following orders are re-published from the Assam Gazette :— 

No. 200.—The 31st May 1887.—Privilege Icave of absence for three months, under 
section 74 of the Civil Leave Code, is granted to Mr. G. Stevenson, c.8., Deputy -Commis- 
sioner, Sylhet, with effect from the 18th June 1887, or the subsequent date on which he 
may ara himself of it. 

201.—Mr. R. 8. Greenshields, c.s., Assistant Secretary to the Chief Coinmiasioute; 
is sppsinted to officiate as Dejty-Comimistioner, fourth grade, Sylhet, during the absence, 
on leave, of Mr. G. Stevenson, ¢.8. 

No. 203.—The 2nd June 1887.—In modification of General Department_notification 
No. 128, dated the 14th April 1887, granting six weeks’ leave to Mr. B.C. S. Baker, 
privilege jeave of absence for one month and tweuty-six days, under scction 74, chapter V 
of the Civil Leave Code, is granted to Mr. K. 0. S. Baker, Assistant Superintendent of 
Police, North Cachar, with effect from the date on which he availed himself of is. 

No, 53.—The 2nd June 1887.—Loave ofabsence for one month, under section 128, 
chapter X of the Civil Leave Code, has been granted to Baboo Rajani Nath Miter, Third 
Munsif of Habiganj, in extension of the leave granted to him by Notification No. 156, 
dated the 28th April 1887. 

No, 15.—The 2nd June 1887.—Mr. J, O. Arbuthnott made over charge of the Treasury 
and Office of Deputy Uounnissiouer, Uachar, to Mr. A. ¥. Steinberg, and availed himself 
of subsidiary leave preparatory to special leave on the afternoon of the Y8th May 1887. 

No. 16.—Mr.J. D, Anderson reported his departure from India, on farlough, on the 


2th Mey 1887. 











F. B. Peacock, 
Chief Secy. to the Gort. of Bengal. 


NOTIFICATION, 


The 18th June 1887.—The Report of the Central Hxamination Committee having been 
received, the result of the Half-yearly Departmental Examination of Assistant Magistrates 
and others, held in May last, is published tor general information, 


L—Haiower Sraparo. 
(1). The following officer has passed complotely :— 


(a.)—Civil Officer. 


aboo Saroda Prosad Sircar. 
(2). ¢ following officers, who had passed partially at previone examinations, have 
now passed in the remaining subjects mentioned opposite their names :— 








(a.)—Civil Officers, 
1 Mr. A. Ahmed. ive wn Law, 





2. Buboo Nil Kanto Sirkar Hindustani. 

3. yy ‘Kali Prosonno Chowdry Ditto. 

4. » _ Satis Chunder Bose Ditto. 

5. Mr. B, W, Duke ... Oe Law. || 

6.4, H. EB. Rausom ote Hindustani. 

7 yy ¥.S. Hamilton oe Law and Hindustani, 

8 4» HH. Heard... as Hindustani. 

9.  Baboo Manick Lal Pal tees a7 Ditto, 

(b.)—Jait Officers, 

1. Mr. M. 8, Emerson ote ... Hindustani. ; 

+2» H,M,Owen.. 2. a. Ditto. 


4¢,)—Police Officer, 
1, MroH. W.. Boileay “ ws” Bengali, 


Paw T] 
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(8). 


Tho following officers have passed partially, and are still Jisble to examination 


inthe remaining enbjects sasigeanen in, column 4 opposite their names :— 


y 











aca 
en eee 


‘Now passed in, 





Still liable to examination in. 





rd 


anes 


No 


10 


12 
13 


14 
15 


16 
1B 
19 


21 
92 
23 
24 
25 





y 


4 





Mr. E. Geake . 
ema Kuvje Bebary Chatter. 


Kamar Ramendra Krisyn. ... 
Baboo Basanta Krishna‘Boso... 
Nitya Nunda ‘Bhur 


Toolsi Dat Mookerjée ... 
Surendro Nath Ghose ... 


Krishna Kali Mookerjee 
Baugehidhur Banerjee... 


Priya Nath Mookerjee... 
Mr. C. G. H. Allen 

» ALL, MeGavin 
yD. Palit 






» A.P. Pennell 
Baboo Guage Churn Chatter- 


Mr. 0 C Mead es 





1» C, Cuthbertson 
” W. HL. A. St. John Leeds” 
Baboo Nobo Coomar Ciucker- 
putty. 
»  Abinash Chunder 
Mookerjee. 


» Gogen Chunder Das... 

» Bas Behari Naik 

y» Monmobun Chucker- 
butty. 

» Girendra Chunder 
Banerjee. 


Srieh Chunder Ghose ... 





| Bengali 


(a.)—Civis Officers. 


Law, Bengali 
counts. 
Law 


and Ace 
Do wi 
Law, Bengali and’ Ac- 
counts. 


Law 
Do. 


Do. 
Law, Bengali 
counts, 


Bengali 


Law and Bengali as 
Law, Bengali and Ac« 
counts, 
Lawand Bengali... 
Hindustani 
Bengali, Hindustani and 
Accounts. 
Bengali and Hindustani 
Hindustani 


Bengali, Oorga and Ac. 





Bengali, Oorya and Ac- 
counts, 
Bengali and Hindustani 


Law, Bengali and Ace 
counts. 














Law, Accounts aud Hin- 
dustani. 
Biipdysiani at option. 


Ditto ditto. 
Bitto ditto. 
Ditto ditto. 
Ditto ditto, 


Accounts, and Hindustani at 
option. 
Hindustani at option. 


Ditto ditto, 
Ditto _— ditto. 
Bengali, 
Ditto. 


Law, Accounts and Hindu. 
stani. 

Accquuts and Hindust-~* 

Hindustani at option. 


Hindustani. 

Bengali. 

Law. 

Do. 

Do. 

Law, and Hindustani at 
option. 


Law, Accounts, and Hindu- 
stani at option, 

Law, and Hindustani at: 
option, 

‘Law and Accounts. 





Hindustani at option, 





Mr. F. L, Halliday oe 


IL. 


(1), ‘The following officers have 


)—Police Officer. 


: Hindustani 


—Lower Stanpanp. 
passed completely :-— 


(a.)—Civil Officers. 





“1, Mr. B, Geake. 
42 HJ. McIntosh. 
4g. 0% Alp. Pennell. 
wit . Th following officer, 
‘ie th the Scriising sabject mentioned Opposite his aame. 
a.) Civil Officer. 


Law. 


.. Law and Bengali. 


who hed, pasted partially at previous examinations, has now 
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(3).. The following officers have passed partially, and arc still liable to examination in 
the remaining subjects mentioned in column 4 opposite their names :— 





£ 














Now passed in | Still liable to examination in. 











1 eS ze 3 ae 4 aie 








(a.)—Civil Officers. 
1 | Mr. ©. A. W, Fordyce we. | Aecounts ..| Law and Bengali. 
2] ,, J. Clark ° | Bengali ve | Accounts, 
3 | Baboo Nandalal Bagchi | Bengali and Accounts... | Law. 
4 | Mr. T, W. Richardeou Accounts Bengali. 
5 
6 
7 
8 












Moulvie Abdus Samad | Bengali Law and Accounts. 

Mr, Li Palit Ditto - | Accounts. 

Baboo Hera Lall Banerjee... | Bengali and Accounts... | Law. 

»  Poorna Chunder Chow. | Ditto ws. | Do. 
dhry. 

9 | Moulvie Mahomed Abdoolah... | Bengali and Hindustani 
WO}, Syed Nurul Huda... | Bet 
| A 
11 | Mr, W. B. Brown wef A 








Law and Acoounts. 
» Hindustani and | Law. 

ouots. 
rts 








Hindustani. 

















ML. 
The following Forest Officer has passed in Hindustani by the Lower Standard ;-— 
Mr. G. IL. Wittenbakor. 
qv. 
Mr, ©. W, E. Pittar has paseed in Oorya by the Higher Standard. 
¥. B. Pracock, 
Chief Secy. to the Gout. of Bengul, 





NOTIFICATION, 

The 9th June \887.—The following copy of a telegram, received from lis Excellency 
the Viceroy. eouveying a gracious message from Mer Majesty the Queeu-Empress, is pub- 
lished for general information. 

Simla, the 9th June 1887. 

Fottowrx from Secretary of State—Qucen-“mpress desires to expross deep sym- 
pathy with sufferers from cyclone. 

Coumay Macaviay, 
Sceretary to the Govt. of Bengal. 


NOTIFICATION, 

The 1th June 1837.—Baboo Mahendra Nath Gupta, Deputy Magistrate and Deputy 
Collector of Noukhally, is appointed to be Deputy Coliector of Income-tax in’ the dist 
of Noakhaily, under section 40 uf Act IL of 1886, and is vested with the powers of a Cole 
lector under the Act, 





Couman Macauzay, 
Scerctary to the Govt. of Bengal. 


NOTIFICATION. 

The \4th June 1887.—Under section 25 of Act XXVI of 188], entitled “The Nego- 
tiable Instruments Act, 1881,” the Licutenant-Governor hereby declares the 2lat June 
1887 to be a public holiday. : 

Cotman Macautay, 
Secretary to the tovt, of Bengal, 


NOTIFICATION, ‘ 
The \1th June 1887.—The following notification, issued by the Government of India, 
in the Revenue und Agricultural Department, No. 60—20.71, dated the 14th May 1887, 
making certain amendments in the Rules under the Iudian Emigration Act XXI of 1843 
is re-published for gencral information, 
P. Noa, 
Secretary to the Govt. of Bengal. 
No. 60—20-7B, dated Simla, the 14th May 1887. 
NOTLIFICATION— By the Government of India, Revenue and Agricultural Departesent. 
Emigration,—With reference to notification No. 89, dated the 29th March 1887; 
the following amendments in the Rules under the Indian Emigration Act XXI of 188¢ 
are published under section 81(4) of that Act for general information :— x 
“(1) Omit the Nota Bene at foot of the Scale of Boats in Schedule A (page 82), 7.) . 
(2) Under the heading “Crew of emigrant vessel” in Schedule A. (pay ) 
auletitule the word “three” for four” in the two paragraphs following: 
clause (2). eae aes 
(8) Under the heading “ Oonstruction—Sleeping platforms” in Schedule 1.( 
89) audstitute *3 to 4” for 62." are 
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(First Publication.) 
: NOTIFICATION. 
The 14th June 1887.—The' following Notice to Mariners is published for genera 


information. 
Corman Macavtay, 


Secretary to the Govt. of Bengal. 
GOVERNMENT.OF BENGAL, FINANCIAL DEPARTMENT. 
NOTIOE TO MARINERS—(No. 31). 
INDIA—EAST COaSsT. 
BAY OF BENGAL. 
COAST OF ORISSA. 
FALSE POINT HARBOUR. 
Reddie Point Beacon re-erected, 

‘Wrra reference to Nolice to Mariners, No 27, of 27th May 1887, issued from this 
Department, further information has been received from the Port Officer, Fslee Point, that the 
tripod beacon on Point Reddie was re-ereoted on the 7th June, 

: By direction of the Government of Bengal, 
Antous W. Stirra, Captain, 1.u., 
Part Officer of Calcutia. 
Porr Orrice, Calcutta, the 8th June 1887. 


[First Publication. 
NOTIFICATION, 
The 14th June 1887.—The following Notice to Mariners is published for genoral 


information. 





Corman Macauray, 
: Secretary to the Govt. of Bengal, 
GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS-— (No. 32). 
BAY OF BENGAL. 
BURMA COaST—ARAKAN DISTRICT. 
KYOUK PHYOU HARBOUR. 
Particulars of Dicey shoat buoy. 

‘Wirn reference to Notice to Mariners, No. 30, of the 2nd June 1887, of the breaking 
adrift of the Dicey shoal buoy, entrance to Kyouk Phyou harbour :—the Port Officer, Akyab, 
hus given farther notice that this buoy is now all right. 

By direction of the Government of Bengal, 
Axrnur W, Srirre, Captain, t.m., 
Port Offer of Caleulta. 
Porr Orrice, Caleutia, the 13d June 1887. 





[First Publication. } 
NOTIFICATION 
The 14th June 1887.—The following Notice to Mariners is published for general 


information. 
Ootmwan Macavtay, 


Secretary to the Govt. of Bengal. 
GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS—(No. 33). 
BAY OF BENGAL. 

‘Tux'following information has been received from Commander Alfred Carpenter, n.v., 
in charge Marine Survey of India — 

COAST OF TENASSERIM. 
Depthe off Yé River. 

Doring recent survey of the approaches to Yé Tiver, Ross Sand, in Latitude 
14° 68'N., was found to havo only 1} fathoms over its North extreme and about 3 
fathoms, as shown on chart, over the rémainder, 

COAST OF MADRAS. 
. Non-emistence of shoal. 

; Also, that the H. M.'s T. M. 8. “Investigator ” sounded on the spot marked 5 fathoms— 
doubttal—ia Latitude 12°44"-N., Longline 80°54" E., and obtained 1,700 fathoms, ooze, 
gee qharte (Adtairalty),—(1) No. 824, Whitepoiat to Mergui; and (2) Nos. 70 ond 828, Bay 
of Bengal. 





By direction of the Government of Bengal, 
Arruur W. Srures, Captain, 1.0., 
Port Officer of Caleulta, 


Fuar-Ornicn, Calcutta, the 18¢h June 1887. 
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[First Publication.) 
NOTIFICATION, 


The 14th June 1887.—The following Notice to Mariners is published for general 


information. . 
Corman Macavzay, 
Secretary to ihe Govt. of Lengat. 


GOVERNMENT Of BENGAL, FINANCIAL DEPARTMENT. 
NOTIOE TO MARINERS—(No. 34). 
RED SEA. 


Wreck of 8. 8. Teddington.” 


Tux following telegraphic news, dated the 13th June 1887, has been received from 
Commander A. Carpenter, R.v., in charge of the Marine Survey of India :— 

“Steamer Teddington foundered 5 miles East by North 4 North of the reported position 
of the Avocet rock, etrikiug upon a hidden danger.” 


By direction of the Goverament of Bengal, 


Anruur W. Stirre, Captain, 1.m., 
Port Officer of Calcutta. 
Porr Orrice, Calcutta, the 14th June 1887. 


[Second Publication,] 
NOTIFICATION. 
The 7th June 1887.—The following Notice to Mariners is published for general 


information, 
Cotman Macauray, 
Secretary to the Govt. of Bengal. 


GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS—(No. 29). 
INDIA—WEST COasT. 

PORT OF KARWAR OR SADASHTVGAD. 
Temporary removal of buoy. 


Tux Director of the Indian Marine announces that the buoy, marking the S, W. end 
of Elephant island, off the port of Karwar or Sidashivgad, has been temporarily removed 
during the 8. W. monsoon, : 

Ly direction of the Government of Bengal, 


Anraur W. Srrere, Caplain, 1.3, 
Port Offcer'of Calcutta. 
Pont Orrice, Calcutta, the 2nd June 1887. 





Second Publication.} 
NOTIFICATION, 
The 7th June 1887.—The following Notice to Mariners is published for general 
information. 


Couman Macautay, 
Secretary to the Govt. of Bengal. 


GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTIOE TO MARINERS-—-(No. 30). 


BAY OF BENGAL. 
BURMA COAST—ARAKAN DISTRICT. 
KYOUK PHYOU HARBOUR. 
Breaking adrift of the Dicey shoal buoy. 

TrxecRaruic information has been received from the Port Officer, Akyab, on the 
authority of the Master of the British steam-ship Zuphrates that the 6dlack ‘buoy 
smarking, the Dicey shoal, Saddle island, entrance to Kyouk Phyon harbour, has dis- 
appeared. fe 

By direction of the Government of Bengal, 


Agruvr W. Srrrre, Captain, 1.38: 
Port Officer of Oalosdte. 
Pont Ovrice, Calcutta, the 2nd June 1887. 








[Third Publication} 
NOTIFIUATION. 


«Phe ‘Bist May 1887.2The following Notice to Mariners is publisled for general 
informetion. : Z 


Conan Macauray, 
Secretary to the Govt. or Bengal. 
GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT, 
NOTION TO MARINERS—(No. 25). 
BAY OF BENGAL—BURMA COAST. 
GULF OF MARTABAN. 
Buoy reported adrift. 

Isrormation has been received from Mr. G. Johnstone, Commanding the British 
Steam-Ship Sirdhana, regarding a buoy adrift in the Gulf of Martaban — 

The buoy, conical in shape, and painted red with & pole, was seen from the deck of the 
Sirdhana in early part of May 18¥7, and appeared to he drifting to the southward. The 
buoy is in the track of vessels bound to or from Maulmain, vid South I’reparis Channel. 

Approximate position, Latitude 15° 18’ N. ; Longitude 95° 32” B. 

Note.—Mariners should navigate in the vicinicy with caution. 

By direction of the Governmont of Bengal, 
Axtuur W, Srirrv, Captain, Lu., 
Port Ufficer of Calcutta. 





Porr Orrrcz, Calcutta, the 25th May 1887. 


[Third Publication.] 
NOTIFICATION, 
The 81st Mey 1887.—The following Notice to Mariners is published for general 
information, 
Corman Macavtay, 
Secretary to the Govt. of Bengah 


GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS—(No.'28). 
RED SEA--COAST OF ABYSSINIA. 
BAB-EL MANDEB STRAITS. 
PERIM ISLAND. 
Particulars of lights shewn from buoys. 
Tre following telegraphic information has been received from Perim Island, vié 
“Aden, regarding the lighting of harbour buoys :— 
“ Batemoe buoys, bright lights, Perim harbour.” 
By direction of the Government of Bengal, 
Anrnur W. Stirfe, Captain, 1.m., 
Port Ufficer of Cateutta. 
Port Orrice, Calcutta, the 25h May 1887. 


(Third Publication.] 
NOTIFICATION. 
The 3let May 1887.—The following Notice to Mariners is published for general 
information. 
Corman Macavnax, 
Secretary to the Guet. of Benya. 


30VERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
: , NOTICE TO MARINERS—(No. 27). 
INDIA, EAST COAST—BAY OF BENGAL. 
COAST OF ORISSA. 
Favsa Pornt Hansour, 
Destruction of Reddie Point beacon. 
‘WkidioRaraic hiformation has been received from the Port Officer, False Point, that 
‘od beacon, marking Reddie Head, in the harbour of False Point, was blown down 
slone which prevailed over the Orissa Coast on the 26th May 1887, 
By direction of the Government of Bengal, 
Axrave W. Ssrrre, Geptain, 1.4., 
Port Officer of Oulcutta, 






‘Oitmnm, Cidiadtal Ye 27th Mau 1887, 
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[Third Fublication.] 
NOTIFICATION. 
3 The 81st May 1887.—The following Notice to Mariners is published for general infor- 
mation. 
Cotmaw Macavzay, 
Secretary to the Govt, of Bengal, 
GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICH TO MARINERS -(No. 28). 
SOUTH COAST OF ARABIA. 
GULP OF ADEN—NORTH SHORE. 
Shoal Southward of Rds Kdu. 

Tue British Admiralty has given notice on the authority of the Commander of the 
French Vessel of War “ farseval” of the existence of a siaal lying 4 miles southward 
Ris Kau. his shoal, on which the “ Parseval,” drawing 124 feet, recently tovobed, 
appeared to be small in extent, aid has 84 fathoms at a distauce of one cable ou its seaward 
side, 

It lies with the following bearings :— 


Ras Kau Py age, ace N. 8°E. 
Jebel Kau, ” oe N, 31°W, 
Ras Amran es N. 68°R. 


12° 85’ 40" N, 
44° 25 46" K. 
y, vessels should exercise great 


Position as given, Latitude 
Longitude 
Caution—Pending a re-examination of this vici 
caution when navigating between Kis Kéu and Ras Arah, 
The bearings ave maynetic— Variation 4° westerly in 1887. 








By direction of the Government, of Bengal, 


Antuur W. Srirrr,, Coptaia, 1.m., 
Port Officer of Calcutta. 


Port Ovrser, Calcutta, the 27th May 1887. 


JUDICIAL DEPARTMENT. 


No. 80614. 


The 9th June 1887.—The following gentlemen are appointed to be Honorary Magis- 
trates for the Sudder Bench of the Purneah district, aud are vested with the powers of # 
Magistrate of the third clasa:— 


Mr. F. A. Shillingford. Baboo Kamakhyanath Ghose, Lacs. 
» Cy A. Shillingford. » Newal Kishore Lal. | 


Baboo Ganesham Gupta, Munsif of Muddchpoora, in the district of Bhagulpore, it 
vested with the powers ofa Judge of a Cour: of Small Causes for the trial of anite 
cognizable by such a court up tu the value of Ns, 50 within the local limits of the jurisdic. 
tion of the Munsifi of Muddehpoora. 

Baboo Govind Dcb Mookerjec, Munsif of Banka, in the district of Bhagulpore, is 
vested with the powers of a Judge of a Court of Small Causes for the trial of suite 
cognizable by such a Court up to tlie value of Its. 50 within the local limits of the juris. 
diction of the Muusifi of Bauka, 

The 10th June 1887.— Baboo Sarat Chandra Chatterjee, Temporary Deputy Magistrate 
and Deputy Collector, Thakurgaon, Dinagepore, is veated with the powers of a Magistrate 
of the first class. ° 

The 11th June 1887,—Baboo Poorno Chunder Shome is appointed to be a Munsi 
in the district of Dacca, to be ordinarily statioucd ut Kaligunge, on being relieved of his 
present appointment as Officiating Second Subordinate Judge of Dacca, 

Lahoo Poorno Chunder Shome is vested with the powers of a Judge of a Court. of 
Small Causes for the trial of suits cognizable by vuch a Court up to the value of Bs.-50 
within the local limits of the jurisdiction of the Kaligunge Munsifi, ‘ 

Babvo Jagadiswar Gupta, Officiating First Munsif of Kooshtea, in the district of Nuddea, 
is confirmed iu that appointment, Md 

The 14th June 1887.—Baboo taj Gopal Roy, Deputy Magistrate aud Deputy Collector, 
Pooree, is vested with the power to try summarily the offences mentioned in section 260 ‘of 
the Code of Criminal Procedure, 4 

Mr. James Robertson is nppointed to be an Honorary Magistrate for the Bonch at 
Nyehatty, in the Baraset sub-division of the distriot of the 24-Pergunnahs, aud is vosted 
with the powers of 2 Magistrate of the third class, St 

The Licutenant-Goveruor accepts the resignation tendered by Baboo Probodh Chand 

disteigs, 











Mullick of hie appuintment of Houorary Magistrate of tho Sealdah euoh, in the 
the 24-Pergunnahe. . : 

Bsboo Puna Chandra Mookerjce iv appointed to be an Honorary Magistrate 
abovementioned Bench, and is vested with the powers ofa Magistrate of the thied.diaiks 
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Grant or Leave 70 Mowiirs.—The 7th June 1887.—Baboo Purna Ohunder Ghose, 
First Munsif of Patna, ia allowed leave for 15 days, viz., 14 days under section 73, rule 3, 
chapter V of the Qivil Leave Code, and the remaining one day under section 78, rule 1, 
of Tadems Code, with effect from the forenoon of the 2nd instant, 

The 41th June-1887.—Baboo Srigopal Chatterjee, Munsif of Sundeep, in the district 
of Noakbally, it allowed leave for seven days, under section 128, chapter X of the Civil 
Leave Code, in extension of the leave granted to him on the 23rd ultimo, 


F. B. Peacocr, 
Chief Secretary to the Govt. of Bengal. 


NOTIFICATION. 
The 10th June 1887.—The undermentioned Honorary Magistrates, who are attached 
to the Independent Benches at Cutwa, Culna, aud Rancegunge, in the district of Burdwan, 
are vested with the powers of a Magistrate of the second class :—= 


Cutwa Bench. 
Baboo Brojendronath Sen. 
»  -Radhasoonder Minter 
Jadu Nath Mookerjec. 


Culna Bench. 
Buaboo Surja Kumar Surbadhicari. 
yy) Aghore Nath Chatterjee. 

» _Benode Bebary Bose. 
y. Chander Nath Roy. 





Raneegunge Bench. 
Mr. T. Keelan, 
Baboo Trailokhya Nath Mookerjee. 
» — Shoshi Bhusan Chuckerbucy. 
FB. Pgacocs, 
Chief Secy. to the Gavt. of Bengal. 


NOTIFICATION. 

The 14th June 1827.—In modification of the notification dated the 4th December 

1884, (published in the Calent/a Gazette of the 28th January 1885, Part I, pages 62 to 65), 

and the tists of villages appended thereto, the following are declared to be the revised 
arrangements of the munsifi jurisdictions in the district of Lohardugga :— 





























Sun.m vistors. Thanas. Munsilis (civil) 
| 
1 es 1 
| Ranchi } | 
| Sli ‘ 
| Tamar { Ranehi (head-quar- |] 
|| Kbuati t ters at Raneli} { 
| Karea : B The villagos comprised in the 
‘udder (head, | | Mandar md | “anne of the Sndder sub-divi- 
Getorl at } sion were specified in the notifi- 
Benoni). Lohardugga } cation dated the 19th February 
Balumath 1X84, published in the Cilcutéa 
r. | Sisoi Lohardugga —_(head- Gazette of the 20th idem. 
| Pallkot quarters at Lobur- |) 
| Chainpur dugga). 
| Koohedega | 
(| Besia _ J 
Dakonganj ws ‘ 
a.  s 
|| Patan 
Patamon (head: || Garwa Palamow (head-quer- |The villages comprised in the 
actors tty | Hosonabad iw [f- ters at Daltongeoj).| thanas of the Palamow sub- 
* |) Chatterpar 6 division were specified in thy 
Ranka oo notification dated the rd 
Mahuedanr ... 7 Decombor 1833, published in the 
2 Calexts Gasette ot the 6th 
‘ Boos idem. 











F. B. Peacocx, 
Chief Secy. to the Goot. of Bengal. 








: + NOTIFICATION. eco 

The 18¢h June 1887.—Under section 3, Act I (B.C.) of 1876 (an Act to provide for 
the voluntary registration of. Mahomedan marriages and divorces), the Lientenatt-Gow 
ernor bas been pleased. to grant a license to Kazi Khyruddin, authorizing him to 
Mahomedan marriages and divorces, and to exercise the other functions of a Mahomedan 
Registrar within the police-station of Puthia, in the district of Rajshahye. 8 

Under section 2, Act XII of 1880 (an Act for the appointment of persons as Quxis), 
tho Lieutenant-Governot has also boen pleased to grant to Kazi Khyruddin a sanad (license) 
appointing bim Qazi of the above thana for the celebration of marriages and the performance 
of other rites and ceremonies, when application is made to him to perform any such fune- 


tions. 
F. B. Peacock, 


Chief Secy, to the Govt, of Bengal. 


PUBLIC WORKS DEPARTMENT,—BENGAL. 


Locai, Communications, 


The 3th June 1887, 

No. 192.—Declaration.+Whercas it appears to the Lieutenant-Governor of Bengal 
that land is required to be taken by Government at the expense of the Purneah District 
Board for a public purpose, viz, for a diversion of the Buariadangi-Kaliagunge rond, it is 
hereby declared that for the above purpose a picce of land measuring, more or less, 22,251 
fect by 100 feet, the area whereof is, wore or less, 95 bigahs 5 cottahs 16 dhurs by 
local ‘measurement, passing through the villages of Cuichuabari, Sahydutabari, Galljalia, 
and crossing the Mora Mohanada, and passing through the villages of Gavjiabari, Jharbari, 
and crossing the Pichla Monidbar, and passing throuzh the villages of Dangi and Kana 
Dhobah, and terminating at Sahagi, perguanah Sarjapur, thana Kaliagunge, sub-division 
Kissengunge, district Purncah, is required within ‘the aforesaid villages of Chichnabari, 
Sahyantabari, Galljalia, Ganjiabari, Jharbari, Nangi, and Kana Dhobab. 

‘This declaration is made, under the provisions of section G6 of Act X of 1870, to all 
whom it may concesn. 

No, 193,—Declaration.—Whereas it appears to the Lieutenant-Governor of Bengal 
that land is required to be taken by Govcrument at the expense of the Parneab District 
Board for a public purpose, viz., for a diversion of the Danti-Tena road, it is hereby declared 
that for the above purpose a piece of land measuring, more or less, 8,780 fect by 45 feet, 
the area whereof is, more o. less, 12 bigahs 17 cottahs 10 dhurs, passing through the villages 
of Tena, Kocha, Dhamon, and crossing the Mora Kankei and terminating at Danti, 
pergunual. Sripur, thana Bahadurgunge, sub-division Kissengunge, district Porneah, is 
required within the aforesaid villages of Tena, Kocha, Dhamon, and Danti. 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all 
whom it may concern. 

No. 194.—Declaration.—Where.s it appears to the Licutenant-Governor of Bengal 
that land is required to be taken by Government at the expeuse of the Purnea District 
Board for a public purpose, viz., for the Beerpur and Singhuri road, it is hereby declared that 
for the above purpose a piece of land measuring, more or less, 28,231 fect by 130 feet, 
the area whereof is, more or less, 112 bigabs 15 cottats ) dhurs by-local measurement, passing 
throvgh the villages of Beerpur, Mahadinghi, Bissenpur, Bhag Baisa, aud crossing the Mora 
Kankai, and passing through Haldikhora and Sinzhari grave-yard, pergunnah Sripur, thane 
Bahadurgunge, sub-division Kissengunge, district Purneah, is required within the aforesaid 
villages of Beorpur, Mabadinghi, Bissenpur, Bhag Baisa, Haldithora, and Singbari. 

This declaration is made, under the provisions of section G of Act X of 1870, toall 
whom it may concern. 

No. 195.—Dectaration.—Whereas it appears to the Lieutenaut-Governor of Bengal 
that land is required to be taken by Government at the expense of the Purnesh District 
Board, for a public purpose, viz., for a diversion of the Bhariadangi-Bahadurzung¢’ road, 
it is hereby declared that for the above purpose a piace of land measuring, more or jess, 
5,738 fect by 100 fect, the ures waercof is, more or less, 18 bigahs 11 cottahs 6 dhurs by. 
local measurement, passing through the village of Kanhyabari, and’ crossing the Mora: 
Kunkai, and passing through Mirdhabari and terminating ut Mobyarpur, pergunuish -Sziput 
thana Bahadurgunge, sub-division Kissengunge, district Purneah, is Tequired within : the 
aforesaid villages of Kanhyabari. Mirdhabari, and Mohyarpur, : ‘ 

This declaration is made, under the provisions of section 6 of Act X of 1870, to all whom 
it may concern. J " 














Esrap.isnMEnt—GENERaL, 
The V4th June 1887. . 
No. 196,—~Notification.—Tho following notification by. the Government, 






Public Works Department, is republished for information :— 
‘No. 108, dated 61h June 1887.—The following officers are transferred tomporazily to. Barta. 
Establichmont, vie. :— : 
From Bongat. 
Mr. J, T, Simpion, Executive Engineer, tnd gradi 


te 
Me W. B, Milno, Nxecutive Engineer, ath grade, oub, pro fi 
Mr. J. A. Price, Bxeoutive Kosinoer, Sd ‘ena : re 
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Raiway. 
The 14th June 1887. 


No. 197.—Declaration.—Whereas it appears to the Lieutenant-Governor of Bengal 
thog land is required to be taken by Government at the public expense for a public purpose, 
viz., for burial of night-soil ot Digha Ghat connected with the Bengal and North-Western 
Railway, in the villages of Saydpur Digha and Kissorepore Digha, pergunuah Phulwari, 
district Patna, it is hereby doclared that for the above purpose a piece of land, measuring, 
more or less, 14 cottahs and 13 dhurs (Behar measurement), equivalent to 1 rood and 331 
poles, bounded on the— 

North—By remaining portion of land of Ghansham Koeri, 
Hast—By zemindari road of Kissorepore Digha aud land under oultivation by 
Dhunneo Mutiton, : 
Bouth—Ry remaining portion of laud of Rungoo Goala, 
West—By remaining portion of land of Ghansham Koeri, Woogar Goala, and 
Rangso Goala, 
is required within the aforesaid villazes of Saydpur Digha and Kissorepore Digha, 
This declaration is made, under the provisions of section 6, Act X of 1870, to all 
whom it may concern. 








©. M, Browns, Cols i. ; 
Offg. Secy. to the Govt. of Benyal, P. W. Dept. 





Ireication. 
The VAth June 1887. 

No, 198.—Notification,—Whereas on cuquity made by the (Collector of Midnapore, 

it has been founi that it iv mmecessary for the public interests to retain the embankments 
described below, mentioned in Schedule D to Bengai Act VI of 1873, the Lieutenant 
Governor, in accordance with the first clause of section 43° of Act IT (B.C) of 1882, ia 
pleased to direct that the same shall be no longer included in the said Schedule 


No. 40. 

A portion of this embankment, 28 miles and 4,060 fect in length, commencing from the 
pillar in the village of Atlagori and ending at a pillar on the right bank of the Russulpore 
river in the village of Daudaparcllia, pergunnah Babirimutta, 

No. 42. 

A portion of this embankment from Atlagori to Dakhin Chowmook, 18 miles iy length, 

and another portion of it from Bailiaghye to Madhubpore, 1L miles in length. 
No, 45. 

This is continuons line of embankment, 17} miles, more or less, in length. It ecom- 
mences at the great sea-dyke east of the Peechabunuee sluice, on the left bank of the 
Peechabunnee Khall, and, running along the said bank ay far as the masonry pillar built in 
the ground in the village of Madhupore, pergunnah Bhograi, and thenee along the right bavk, 
terminates at the great sea-dyke west of the Peechabunnee sluice. 

No. 4. 

This is a circuit embankment on the right bank of the Bagdah river, 3 miles 2,528 fect, 
more or less, in length: It commences and terminates at a masonry pillar built in the 
ground in the village of Astichuck, pergunuah Paharpore. 


C.W. I. Haratsox, Lient,-Col., 8, 
Offs. Jnint-Sccy. to the Guct. of Bengal, PW. Dept 


























MEDICAL DEPARTMENT, BENGAL. 





No, 4885.—The 10¢haJune 1887,—Assistaut Surgeon Soorjee Narain Singh, Teacher 
of Therapeutics and Medical Jurisprudence, Medical School, Dacca, is appointed to officiate 
as Teacher of Medicine, Campbeil Medical School, Ualcutta, vice Assistant Surgeon Bollye 
Chunder Sen, ou deputation, or until further orders. 

No. 4888.—The 10th June 1857.—Assistant Surgeon Ram Chunder Gupta, Teacher 
of Medical Jurisprudence aud Demonstrator of Anatomy, Temple Medical School, Patna, 
is appointed to officiate av Tewher of Therapeutics and Medical Jurivprudence, Medical 
School, Dacca, during the sbscuvo on deputation, of Assistant Surgeon Soorjec Narain Singh, 
or until further ozders. 

‘No. 4891.—The LOth June 1887,—Assistant Surgeon Bollye Chunder Sen, Teacher of 
Medicine, Campholl Medical School, Seaidah, is appointed to ofliciato as Teacher of Mid- 
wifery, Campbell Modical Schvol, Sealdab, during the absence, ou leave, of Assistant Surgeon 
Doyal Chunder Shome. . ; ; 

No. 4893.—?ke 10th June 1887 —Assistaut Surgeon Gobind Chunder Chatterjee, a 
Supernumerary at the 'residency, is appoiuted to officiate as Teacher of Medical Jurisprudence 
and Demonstrator of Anstomy, Temple Medical School, Patas, during the absence, ou 
deputation, of Assistaut Surgeon Bam Cbunder Gupta, or until further orders. 

J. M. Coarns, s.v., 
For Inspr.-Genl. of Civil Hospitale, Bengal. 
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EDUCATION DEPARTMENT, BENGAL. 
List of Candidates who have obtained Middle English Scholarships for the year 1887 
Name of school where 
| Nawe. | School he comes from. the scholarship is 
| tenable. 
oe 1 
Dacca, | 
1 | Nanda Lal Acharya a Banari ... Dacca Collegiate. 
2 | Rasik Lal Bhattacharya | Dhankora Ditto. 
3 | Mathura Nath De - | Srinagar Ditto. 
Pr reedpur. i 
2 | Beni Madhav Pal sie | Pingla ... | Caleutts Oriental 
| Seminary. 
2 | Jamini Nath Mukbopadhya, ve | Kartikpur ... | Dacea Collegiate. 
3 | Kali Mohan Ghosh Gosuinhat ned Ditto. 
4 | Kammi Kumar Bhattacharya vs | Kartikpur Ditto, 
Backergunge. | 
1 
Annada Charan Sen . | Basanda Barisal Zillah, 
Hem Kanta Sen Ditto ... ‘Ditto. 
| Akhay Kumar Sen foila see itto, 
Laiit Kumar Sarkar Banarepara Ditto. 
Sarat Chandra Das Goal Bhawar : Ditto. 
i | 
Mymensingh. 
Ganga Charan Bhattacharya | Netrakona Dass Collegiate. 
Giris Chandra De as | Pingua Serajgunge Butrance. 
Rajani Kauta Sarkar a Netrakona symeosingh Zillah. 
Ichha Mohan Chakravarti Sherpur .. nto, 
Dhirendra Nath Choudhuri | Nagarpor Metropoljeaa Inetitu- 
tion, Calcutta. 
| 
Tipperah. | 
1 | Rajani Nath Bhattacharya «| Obandpur ... | Gomillah Zillah, 
2 | Raj Kumar Datra | Chauddagrem .. | Dacen Jollegiate, 
Noakhotly. | 
i 
1 | Ram Dayal De w+ | Dattapara ..| Noakholly Zillah, 
Chittagong. 
1 | Man Bahadur Singha Rangamati Boarding | Chittagong Collegiate. 
2 | Khirod Chandra Nandi | Sultanpur a3 Ditto. 
3 | Hasmat Ullah Satkama fe. Ditto. 
Dacea. | 
1 | Keramat Khan | Jagannath Vernacular | Dacca Collegiate. 
2 | Bimala Charen Chakravarsi ; Banari... 4s itto. 
3 | Mari Charait Sil Kaykirtan wa Ditto, 
4 | Aron Chandra Thakurta Manjpara as Ditto. 
5 | Sarat Chandra Ray Benjara .. Ditto. 
6 | Mana Mohau Dhar 7 Madhyapara Ditto. 
7 | Hem Obandra De a .. | Maijpara es Ditto, 
fern | 
| 
1 | Dines Chandra Chattapadiiya .. | Dhewkhali . | Borreedpur Zillah, 
2) Sarat Chandra Das... Ballavdi . | Dacca Collegiate, 
3 | Akhay Kumar Das Gein, Amgram . | Barisal Zillah, 
4,| Mavamoben Sen ‘ Tapes... Dacca Collegiate, 
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Name of school where 


Naw. School he comes from. the scholarship is 
tonable. 





Backergunge. 


1 | Prasanna Kumar Das... Svarupkathi Model ... | Barisal Zillah. 





2 | Lalit Mohan Gupta, IT Gola... ae oes Ditto. 
3 | Akbay Kumar Chakeavarti Bagdha.. Dacca Medical. 
4 | Ambika Charan Chattapadhya ——... | Bowkati 2] Barisal Zillan. 


Dymensingh. 


1 | Annada Mohan Baodyopadhya 
Sarat Chandra Mitra... 


Kanihari ++ | Dacea Collegiate, 
Barua Mahammad | Tangail Graham. 
is, 








3 | Sanatan Karmakar Pingna Seraigunge Entrance. 

4 | Ramani Kisor Majumdar Hardinge School Myiaensingh Zillah. 

5 | Parna Chandra Sanyal .. Durgapur a Lito. 
Tipperch, 

1 | Jogendra Kumar Laskar | Chandpur ’ Dacea Cullegiate. 

2 | Manes Chandra Chakravarti Damodardi Ditto. 

3 | Kailas Chandra Chakravarti Nasirabad . | Dacea Pogose. 

4 | Ananga Chandra Bhattacharya... | Brahmanbaria M. V. | Brahmanbaria, IL, E. 

6 | Purna Chandra Sarma .., ‘ Ditto ae Ditto. 

6 | Azgar Ali. «-. | Comillah Giridhari... | Dacea Normal, 

7 | Mubim Chandra Bhaumik .. | Paier Khola s+ | Noakholly Zillah. 
Noakholly. 


1 | Dale Miah ... Noakholly Vernacular | Noakholly Zillah. 




















2 |Arip Mish ... : Ditto . Ditto. 
8) Sasi Kumar Das a «| Kalapania as Ditto. 
Chittagong. | 
1 | Sarat Chandra De Khorandvip Chittagong Collegiate, 
2 | Kailas Chandra Raruah Ditto Dacoa Medical. 
3 | Annada ‘‘haran Bhattacharya Dhakakbali Chittagong Collegiate. 
4 | Srinath Kanangoe bed Ditto ds Ditto. 
5 | Surada Kumar Kanongoe a | Cox’s Bazar das Ditto. 
6 | Chandra Kumar Chakravarti «| Harboug Model... Ditto. 
Dacea, ©. A. Mantis, 
The 20th May 1487. } Inspector of Schoots, Eastern Circle, 





Subordinate Educational Service. 


The Wth June 1887.—Babu Sivendra Nath Gupta, .a., Fourth Master of the Mymen- 
singh Zillah School, on leave, is appointed to be Tnird Master of the same iustitation, with 
cHleet from the 13th June 1887, vice Babu Krishna Chandra Chakravarti, retired, and 
substantive pro tempore to class VII, with effect from tho date on which be will join his 
appointment. 2 

Babu Ram Kamal Das, Head Master of the Rangamati Boarding School. in. the Chitta- 
gong Till Tracts, is appointed tv act, until further orders, in class VIJ, with effect from 


the 18th June 1887, 
Cuautzs H. Tawney, 


Off. Director of Public Instruction, 


Calcutta University. 
NOTICE, 


‘Tue Tagore Professor of Law will lecture on the Law of Testamentary Devise as admi- 
nistered in British India, at 9 a.., on Monday, Wednesday and Saturday, the 20th, 22nd, and 
25th June 1887, respectively, and on succeeding Moudays, Wednesdays and Saturdays, at the 
Presidency College at the same hour. 





P. K. Ray, Registrar, 
Snare Howss, the 14th June 1887, 
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SENIOR SCHOLARS. 


















































1887, 
eet ae ee =o = anime 
‘Name of wcholnr Colts feom which is eomon, | ela whe tho eholatip fs Course eieoted, 
First Grapr—(10., 
Satischandra De, No. 1 Presidency College... | Proxidency College Science Conrse, 
Motiuihanle Ghutak General Assembly's Tn- | General Assembly's Tnstitution Ditto. 
stitution 
Ht wunath Chakrabarti Presidency Colloge Art Conrse. 
crutchanilrs Sen Gupte IU] St Xavier's College 2! ] St Xavier's Collego Science Conrso, 
‘aratchandra Bandyopadhyay .. | Prosidency College | Mresidens ‘Gulices Ditto. 
fi ‘meshchandra Ghosh “ Ditlo . Dittg Ditto’ 
Charuchandra Basu Kishnaghar Metropolitan Tnstitetion Art Course. 
j Honmath De Hooghly Colle Hooghly Cs pollo Science Course, 
Jyotishchaudra Mita Presidency College Povsidency College ‘Ditto, 
hepabuath Das onghly College Hooghly College Ditto. 





Seconp Guave—(40). 


Town of Caleutta, 














Brajadurlabh Wajra ... .. | Presidency College... | Presideney College Art Course, 
Gopalehandra Ban opadhyay Ditto ‘ Ditto Boience Course, 
Kunjabihari Goswami ie Ditto Ditto Art Course, 
Matiln) Bhattacharyya City College City College Ditto. 
Basantakumar Sen Presidency Uollege Presidency College Ditto. 
Janendrabbushan Lehi Sanskrit Colley Ditto hited 
Atmbicncharan De Abert Colle Metommoliiny Institution Dittn 
Surendranath Sarkar F Free Church Lnstitution, ¢, Ditto. 
aleutta, tn. 
Feit Sudhu ww | Free Church Insfitution {Pree Church Institution, Cal: Ditto, 
Calcutta, eulta, 
Presidency Division, outside Culeutta, 
Asntosh Chattopadhyey: so | Kishnaghar College... | Kishnaghar College Science Course. 
Bisweswar Bhuttacharyya | Berhampore College... | Presidency College Ditto. 
Bhagahaticharan Das Kishnaghar College "| Kishnaghir College Ditto. 
Suanendrauath Mulhopadbyay ... |) L, M. 8 College, “Bhows | L. M.S. College, Bhowunipore | Art Courses 
aipor 
Surendraumth Mukhopadhyay. |1r'M. 8: Callege, Bhow- | Presideney College . Ditto. 


| anipore. 
Burdwan Division. 


. Hooghly College Presidoney Collexe Science Course. 
Billo call Hooghly College . An Course. 
ito nite «| Seionee Ct ee 

Burdwan Raj College! “ Metropolitan Inatitution, . 

Hooghly College wee | Presider College 

Burdwan Raj College. 


Mulummed Acizul Jfuq 
Manmohan Ghosh 
Sureschandra Nandi 
Manohar Samanta 

udralal Mukhopadhyay 
ijasaran Mukhopadlyay 























Narendrakumar Ghios Midnapore College 5 C ‘allege 
Satisbeheudra Sinha ws | Hooghly College looghly College oo Science Course. 
Rajshahye Divivian, 


Rajshahye College 





Asutosh Bagchi Tajehahye College » | Science Course. 














Scinclundra Maul Ditto i Art Courwe. 
Piyarimohau Maitra Ditto eA Die (Sélaties Conus: 
Danoa and Chittagong Divisions. 

Paromnath Ben Dacca Collogo «| Bravidonoy College ssl 'Seteabe Obits 
‘Bidhubhushen Majumdar l egal College, D i pate Oe 
Deboudralannor Rey College Davea Coliogo Dito. 
Auangotuohun Gheah Jagunnath College, Dacca] Prositeney allege Ditto, 
Sutiveluudra Slukhopedhyay Mitte Darea College Bit, 
‘Robatinohaa Das Dacca College Motropolitan Tustitution Dee 


Free Church Lostitution, Cal- | Art Course, 


Tarukehandra Ukil wn Ditto 
cntta, 





Patna ond Biegnipere Divisions. 


Patna College Patua College Science Course. 















rane Ditto ‘Ditto * | Ane Ooarses 
fauuoad Mustafakhan Ditto Ditto Ant Cour: 
id Gindbi Hassan : Ditto SI} Ditto pie 
Shakesiwar Prasada m Dito Ditto AAG 
Naudkishor Lal i Ditto "Ditto | gia 


Orissa Division. 
Chmdramohan Maharana ++) Ravenshaw College, Cut- | Baveashaw College, Cutteck Science Conti, 

















tauk. 
Aklilpati Sarkar ine ‘ Ditto in Ditto Ae Cotteue, 
Darsexxine ; . 
The 10th June 1887. j Offa. Director of Pubiio Jnawuctjen 


Pant Ij 
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List of students who passed the Final or Diploma Examination of the undermentioned Medical 


Schools in 1887, arranged in order of merit, 
Campnety Menrcat Scroor, 


. UmetMobesware Samanta, 


1 

2, Anath Nath Sen, 

8, Monohur Samanta. 

4. Ashutosh Basu. 

5, Upendra Chandra Gupte. 

6. Ohunder Bhusan Sen. 

7. Trailokya Nath Banerjea. 

8. Kunja Lell Mullik, 

9. Ghutotkuch Barna. 

* Sasi Bhusan Banerjea. 
Upendra Chandra Buunja. 
Girish Chandra Acharya. 
Radhika Prasad Dutt. 
Basauta,Coomar Roy, 
Gobind Chandra Misra. 
Nobin Chandra |utt. 

Jagabundbu Biswas, 
Jaladhur Pramanic. 
Krishna Charan Chunder. 


1. Abdul Subhan. 
Radha Nanda Dey. 
Paresh Nath Bakshee. 
Nava Kumar Gupta, 
5. Ram Lal! Sarkar. 


6. Madhu Sudan Das, 

7. Seeta Nath Das. 

$. Abhoy Kumar Guha. 

9. Rajani Nath Sen. 
10, Jogendra Nath Biswas. 
11. Lolit Kissore Roy. 
12, Govinda Chandra Das. 
13, Kamini Kumar Sen. 
14. Beni Madhab Chakravarti. 
15, Mathura Mohan Nath. 
16. Kala Chand Bose. 
17. Hridoy Nath Kasak, 
18. Ram Kumar Datta. 
19, Pulin Chandra Kundu. 
20, Hadha Charan Nath. 
21. Gopal Chaudra Pal. 


43, 


Deno 


Sreehari Mukerjea. 
Bhobani Prasad Chuckerbutty. 
Abhoy Charan Kundu, 
Jadu Nath Ghose. 
Amanutullah Mirza. 
Surendra Nath Roy. 
Sreacharan Sen, 
Pyari Mohun Sur. 
Basanta Kumar Mitra, 
Baradanunda Sircar. 
Raj Chandra Barua, 
Roghu Nath Banerjea. 
Ram Chandra Chunder. 
Radha Raman las, 
Kedar Nath Bagehi. 
TJogendranath Goswami. 
. Sasi Bhusan Dutt. 
Jagat Chandra Das. 
Imesh Chandra Diswas. 


| 
i 
j 
| 
| 





3S, 
Dacca Menicat Scnvo1. 





\ 22, Bhobendra Nariyan Biswas, 
| 23. Amrita Lall Sen. 
| 24. Hridoy Nath Mandal. 
i 25, Stibash Chandra Talukdar. 
i 26. Prosuuno Nath Dey. 
i 27, Amrita Lall Basu. 
2s. Dharanidhar Sarkar. 
29, Lalit Kumar Sarkar. 
30. Krista Kishore Sarkar. 
| 31. Sookdew Pal. 
| 32. Gopal Chandra Mukerjoe. 
i 33. Chandra Sikhar Roy. 
\ 84. -Manchar Nag. 
i 35, Tafezuddin. 
| 30, Raisuddin. 
| 87. Rui Charan Datta. 
| 34. Upendra Chandra Chatterjee. 
| 39. Tarak Chandra Roy. 
i 40, Anath Bandhoo Basu. 
' 41. Jogendra Nath Roy. 
42, 


Kyista Nath Chakravarti, 
Nath Dey. - 


Orisa Menicar Scroot. 


1. Tara Prasad Misser, 

2. Gopi Nath Pundah. 

8. Bhagbut Pundah. 

4, Ishan Chunder Dass. 


; 5. Myadbur Rei. 
"{Upendro Nath Rai. 

7, Nilmoney Chand. 

8, Premanund Roul. 


Temrte Mepicat Scnoot, Patna, 


Reyasut Hossain, 


12. Haran Chandra Ghosal. 





2. Abdul Hamid. 13, Mohamed Nasiral Hug. 
8. Ram Lal Dad. 14. Mazhur Hossain. 
4. Mohamed Abdul Aziz. 15, Mohamed Azimuddin, 
5, Radhika Prasad Banerjea 16. Ekbal Hossain, 
6. Abdul Wahid. 17. Mohamed Nurul Huq. 
i Skew Narayan Vajpai. 18. Siaik Shohadut Ali, 
8. Abdul Hamid. 19. Syed Sajjad Ali. 
9, Begod Behary Roy. 20. Raja Ram, 
JO. Enayet Hossain. 21. Abmed TLossain. 
11, Abdus Subhan, 22, Latafat Hossam, 
28. Mohamed Hossain, 
Munirary. 
24. Hafizuddin, 
Naoporg. 

25. Ameenuddin. | 26, Parmanand. 


The: 18th May 1887. 


C. H. Tawnrr, 
OGfg. Director of Public Instruction, 





‘Supplementary List of students who passed the Final or Second Diploma Examination of the 
Oumpbell Medical Schoot in 1886, arranged in order of merit. 


1, Annods Prasad Nundy. 
2. Dukbina Kumar Kasigir. 


5 Hara Mohuo Banerjea. 


Pha Tels. Maw 1887, 


8. Ramani Mohun Banerj 
| 4. Mahomed Zabed, ae 


C..H, Tawney, 
Offg. Director of Public Instruction. 
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Presidency Cirele 


for the year 1887. 


Mipvim Evoxisit Scronars. 


































































































Xo, ‘Name of scholar, choot. | No. | Name of scholnr, | School, 
ee a  rrnie eee _——-—-—--——. ee — o ey 
* iW 
Presipexcy Division, iT i Tessore—contd, 
Caleutla, | 9 Reni Madhav Ray —_., | Sailkupa M. E, 
ba } : | Raj Kumar Banurji | Soeietavee ‘M. B. 
1 | Kasiswar Datta... | Calcutta Model, Eng: |) | 
| | lish Department j Khulna, 
2|Tatindra Mohan Pal | Di i 
| ieishon Chiekisst Ditto. "1 | Sita Nath Ghosh Kharoria M. E. 
SS rene : | 2! Snsadbar Ghosh {o Ditto 
3 edhe Charan Chaturji, Ghatbhog M. V. 
24 Perguanaks. | i 
1 | Kehiroit Chanden Chak-) Chola Jagulin M. E. | | Moorshodabad. 
varti. ; ' 
| Haridas Makburji ../Govindapar M.R,— || 1| Iam Chand Datta...) Belon M. E. 
3) Amrita Tal Busu Chota dagulia MBS) | 
i | nora Nacren Divisron, 
Budlea. 
es i Hazaribagh. 
s Chantra Chik; Gonri Hindu ME. 
| baie Cheb 1| Bhagabat Sahay —.., | Chatra M. B. 
2 ru Nuth Bha- Sutragar MoE | | 
\ I Singhhem. 
3 ath Sen. MR. ; - 
4) Goyal Biswas Kurnignehi Mok.) 1) Kadinded Khan | Chaihasea Zillah, 
5 dagadivwar Sin | Hariuarayanpur M.E. 2 ! Sheikh Abdul Ditto. 
Tessore. \ Manthum, 
1 | Tagendra Nath Pal... | Palita M 1) Hem Chandra Sen Manbaedr M. E. 
2] Narayan Chandra | Teun M. 2 Prasanna Kumar Sar-| Barubagar M. B. 
| Bhattachaeya, | \ kar. 
Minot Vernaceian Senonans. 
i Parsrnancy Divisios { dessore. 
! 
Catoutta. | 1) Kali Das Mitea | dessone Zillah, 
| 2 Banwari Gel Mitra ‘2. | Naral MV. 
1 Bipin Bikori hatte) Aisitole Vs Pathsedn, | 3) Ram Tal Mju tne | Nalita Nf 
| charya. i | 4 Prafulla Kamae Mu: | Ichapur BM. 
2 | Amar Nath Sinha... | Bow Bavar V.School. | | hari. 
3 Bagala Chacon Bhatia Alvritoln " Danga | 
| cms. yalay: yo | Ehutna, 
4.| Sorte amar Mukhaaji! Also Ve Pathan, 
5 |Sarm Prasad Sart Bow Hacer V. Sebel. | | Abina. Chandoa Bu | Senbati MB, 
dhikari i | 
#5 | Hem Chendra Chokru-| Ditto | 2} Guna Sindh Dhali .. | Bishoupur MV. 
varti. i . 
*7 | Kali Das Mukburji ... | | City Tustitution. t 
#8 | Lal Bohnri Te 2 Bow Bazar V. School. | Moorshadabad, 
"9 | Anukul Chandra Basu | Abiritola V. Pathsala, ! 
| 1 | Balai Chand Datta... 
YA. Perquanahs, | 2 | Jatindra Mohan Ghoak | Jajan BE, 
| 8 | Sasi Bhushan Sarkar... | Saidabad Model, 
1 | Sris Chara Mukhurji j Khurda M. V. (4 [Benoa at Sinha | Gorabasar M. ¥. 
Bj Susil LalChakraverti.. [aki Government. |, 6 | Radha Kanta Das di Model, 
3 | Sal Chania Nath PMircapar MeV.” | 6 | adhe Lal Banu Jangipar H.R. 
4|Nafar Chandra Ma. hidirpore — Amal- || 2 | Durga Das Sinha dJitpur. Moll 
khurji, | gamatod (bronel of | v. ead 
ipo Cellet | ite 
School), ‘nota Naorvr Drvrerom, 
5 | Prafulla Kumar Sil Ditto, om 
6 | Kshetra Nath Bhatta- | tears mv. || Hasaribagh. 
charya, i * 
1 | Rem Sobak Mozaribagh F 
Waitdea. | 2 | Ded Doyat Fel ag aa 
3 | Nanda Lal Sahu Burhi M. B, 
1 | Robini Kumar Gupte... | Haripur M. V. 4 Ingonneth Sahay Ditto, 
2 | Mohoudra N th Busway Baruia Moa. 5 | Sukdey Upadhyey *.. | Jari M 
3 | Hasik Lal Das , | Soma ML. 0/8 Chars mad? 7 | Daaetod x 
_ ; 





* ‘Those enndidntes aro only ontitlod to frog studedhehipa for fire yonee, 
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Mupoie Veenacusar Scnouans—continucd, 
Se ee satis 
No. Name of scholar. School. Name of wholes, School, 











Cuora Naorve Divistox—eontinued. 
Lokardugaa. 


Ranchi M. V. 
Tamar Model 
Garwah M. VY. 
Ranchi M. V. 
yurwah MV. 
. | Lamar Model. 


Konja Lal a 
Ram Narayon Banurji 
Krishna Kumor Dhar 
Jadu Bansa Dayal... 
Basuder Dhar 
Bissea Mundari 





one 








Pexsrpexcy Division. 


2 Porguanahs. 



























1 | Mari Gopal Mukhurji , Fotigeds U.P. 

2 | Kedar Nath Sirdar... | Naara Model U. e: 

3 Kshemananda Huldar | Kelinager U. P. 

44 | Annada Charan Datta | Kamurpol. 
‘Wuddea. 

1 | Priya Nath Saha | Dharatapur Circle 

2 | Sitab Biswrs vee | Sumidia U.P 

3 | Giris Chaudra Karma- | Jasra U.P. 

kar, 

4| Kedar Nath Pramanik {Jaduhoyra U. P. 

6 | Panchanau Ray Raghunath pur U.P. 
Jexsure. 

1 | Mukunda Lal Saba... { Sailkupa U.P. 

2 | Jonabuli Biswas Govindapur U.P. 

3] Rajkumar Datta. 2. | Suktagram 0. 2 

4 | Surendra Nath Haldar | Bhulat U.P 

6 | Drajat Ulla Molla... | Kajali U.P 

6 | Sarat Chandra Nandi j Rajput U.P 
Khuda. 

4 | Kshetra Gopal Mukhurji) Maheswarpasa U. P. 

2 | Kusum Kumari Raha [aera Girls’ 

UP 
Moorshedalad. 

1 | Rohini Kamar Pal Anlai U 

2 | Sakari Chaturji Jaypur U.P 

3(Jasomanta Sinha. | ‘leghari No. I, U.P. 

4 | Batia Chandra Chalra- | Arera U. P. 


verti. 










Urerr Primary Scuorars. 





Singhiwwn. 


1 | Harn Sankar Trivedi... | Kharsowan Model. 
2 ‘Purushottam Sarangi | (ihatsila M. Vv. 
3 | Udaya Chandra Palit... | Haldipnkur Model. 


i 





Manthun, 


1 | Bamsehara 


Ganguli... | Purulia M. Ve 
os Ditu 


“am 
Panchanan Baba 2. | Cheluma Mode 
4 Pratap Chundra Pande | Madhutati M. V. 







































Cnota Naoroxe Divisios. 
i 
i Hazsribegh. 
(1 | Sheikh Amir Ali Kood U.P, 
q 2 | Sarku Majhi 'Pachanbe Training 
i i Mission. 
i Lohardugya. 
i 
1 | Dovenden Nath Che- | Rabe U.P. 
| turii 
2) Ananda Nath Ray Ranchi Bengali U. P. 
(SES Reagatiw 22 /Dureaia Uae Oo 
| 4) Syam Rom Sarjandih, 
| 6 (Nil Moban Ray Nawaii U. P. 
i s 
| Singbhum. 
1 | Ranti Tal Basu 
2) Jagu Tumi mya 
{sid Mo Ty Assara U.P. 
{Siva Ho |... | Purunia U7, P. 
! Kasi Nath Tripati °°} Chakradharpur U. P. 
I 
; Manbhum. 
11 | Pasupati Ray (Ti U.P. 





2} Kalipada Mitra 
3 inda Chandra 


Ghosh. | 


| Naragoria U.P. 





Kancra GopuipurU. B. 





Jy zi 


RADHIKA PRASANNA MUKHERJI, 


4, Datuousiz Squarg, Catcurta, 


The Cth Tune 1887. 


Supplementary List of 


Dansgenine 


Offa. Inspector of Schools, Presidency Curcle. 


Candidates who have obtained Middle English and Middle Vernacular 
Beholarahips in the Rajshaki: Lirision for 1887. 





Middle English. 


Raghu Nath Saran “ 


Middle Vernacular. 


Janaki Prasad Sarkar 


Darjeeling Zillah School. 


w. Biliguri M. EB, 


G. Barxere, Inspector of Schools, Rajshahi Circle, 
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NOTIFICATION OF THE BOARD OF REVENUE. 


No, 688B. 


Norice is hereby given that the Seventh Ssle of Opiam,the Provision of 1884-85 
and 1885-86, will be held at the Government Opium Sale-room, No. 2, Bankshall-street, 
on Monday, the 4th July 1887, at 11 a.m, aud will comprise 4,750 chests, viz,— 





Cheeta. 
Opium manufactured at the Patna Factory, consisting of 62 chests 

of 1884-85 and 2,313 chests of 1885-86 age wee 2,875 
Ditto ditt at the Ghazeepore Factory, consisting of 

643 chests of 1884-85 aud 1,732 chests of 1885-86 vee 2,875 





Total ww. 4,760 


2nd. The gencral conditions of thesale now advertised will be the same as usual. They 
may be ascertained by reference to the Notification issued on the 29th November 1886, and 
published in the Gorernment and Exchange Gazettes, or on personal application at the 
Office of the Board of Revenue. 


Srd. The latest dates for deposit and clearance will be the 9th and 19th July 
1887, respectively, that is to say,no Bank of Bengal Receipts, Goverument Promissory 
Notes, or other public sceurities that may he tendered for deposit in redemption of 
Promissory Notcs given by purchasers in the sale-room will he received after 1-30 p.m. 
of Saturday, the 9th July 1887, and no Bank of Bengal Receipts in full payment of lote 
will be accepted after 3-30 p.m. of Tuesday, the 19th July 1887. 

4th, Tu adiition to the quantity above advertised for sale, the following quantities 
more or less, of the opium manufactured at the Patna and Ghazeépore Factories will be 
brought to sale up to December next about the dates specified below. The Board of 
Revenue, however, reserve to themselves the right of altering these dates should circum- 
stances render it expediaut to do 0: — 
















‘Total about chenta. 





On of about Tuesday, 2nd Angust 
On or about Thursday, Ist September 
On or about Thursday, 6th October 


4,750 
4,7! 











4,750 

On or about Wednesday, 2nd November 4.750 
On or about Thursday, tst December 4,750 
Total 11,875 23,750 





By order of the Board of Revenue, L. P., 
K. G. Gurra, Offy. Seoresary, 
Boanp op Revenvs, L.P., Fort William, the 81st May 1887. 





NOTIFICATION, 

Ir is hereby notified for gencral information thut Manish Rasan Ali Khan, Baboo 
Rusick Chandra Do, Munishi Ohalinddin, and Baboo Uday Narain Ghose have been elected as 
Municipal Commissioners for Wards A, B, B and D of the Balasore Municipality, vice 
Baboos Purustam Das, aj Narain Das and Munshis Abdus Samad and Mohomed Haseen, 
who have cearedd to be Commissioners under section 20 of the Bengal Municipal. Act ILL 
(B.C,) of 1884. 


C. T. Metcauys, Commissioner, 


NOTIFICATION. Pe 
Tar Banoo Temvaraiw Sinan Bauapur having ceased to be a Commissioner onder 
section 20, Act ILI of 1884 (B.C.), it ia hereby notified for general mformation that av 
lection will be held, uuder section 27 of the Act, ou the 30th July 1887, ia Ward Nu. V of 
the hagulpore Muuicipality, to fill up the vacancy. 


N.S. Acexanpgr, Commissioner, 
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NOTIFICATION 7 
In is hereby notified for general information that an election will be held, under section 
27, Act 111 (B.C.) of 1884, on the Ist August 1487, in Ward No, UII of the Gya Munici- 


pality, for filling the vacancy caused in that Ward by Mculvi Fazulul Bari having ceased to 
be a Commissioner under section 20 of the Act, 








Jou Boxwett, Commissivner. 


NOTIFICATION, 
Ir is hereby notified for general information that at the by-clection under section 27, 
Act ILI (B.U.) of 1884, held on Friday, the 20th ultimo, in Ward No. L of tho Beernagore 
Municipality, Baboo Iara Dhan Mustafi has been re-elected a Commissioner for that Ward. 


: A. Sacirit, Commissioner, 
Oommn.’s Orrice, Prestpency Diviston, Carcurra, tie Olh June 1587, 


REGISTERED No, 90) No. 25 of 1887. 





The Calcutta Gazette. 


WEDNESDAY, JUNE 22, 1887. 
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PARTI. 


Orders and Aotifications bp the Mient.-Gobernor of Bengal, 
the Bigh Court, Gobernment Treasnrp, €c. 





ORDERS BY THE LIEUT-GOVERNOR OF BENGAL. 
No. 3138A, * 
Genzran.—The 9th June 1887.—The undermentioned khas tehsildars in the district of 
Chittagong are vested cach with the powers of a Deputy Collector under Legulation IX of 


1833— 
Baboo Iari Pada Ghose. | Baboo Kali Pada Chakravarti. 


The 15th June 1887.—Baboo Nobin Chunder Mittcr, Deputy Magistrate and Deputy 
Collector and Sccond Personal Assistant to the Commissioner of the Patna Division, is 
allowed leave for three days, under section 72 of the Civil Leave Code, in extension of the 
leave granted to im under the ordor of the 8rd May 1887. 

The With June 1887.—Mr. F. J. Monahan, Assistant Magistrate and Collector, 
Jamtara, Sonthal Pergunnahs, is appointed to act, until further orders, in the second grado 
of Joint-Magistrates and Deputy Collectors, with effect from the 22ud March 1887, 

‘The 18ih June 1887.—The order of the J2th April last, granting privilege leave for two 
months and twenty-eight days to Bahoo Surya Kumar Agasti, Assistant Magistrate and 


Collector, Arrareab, Purneab, is cancelled. 
In supersession of the order of the Srd May 1887, Baboo Sant Pershad, Deputy 


Magistrate and Deputy Collector, Sasseram, Shahabad, is trausferred to Purneah, and is 
posted temporarily to the Sudder station of that district, with effect from the 6th 


anatent. 
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The 20th June 1887.—Mr. J. Ware Edgar, cs.1., has been granted by Her Majesty’s 
Seeretary of State for India an extension of furlough for three months, 

Bahoo Niikunta Sircar, Assistant Magistrate and Collector, Furreodpore, is transferréd 
to Pubna, and is posted to the Sudder station of that distriot. e 

‘This cancels the order of the 10th May last, appointing Baboo Nilkanta Sircar to hay. 
charge of the Madaripore sub-division of the Furreed pore district. . 

‘The order of the 10th May last, granting privilege leave for one month and ten days 


10 Baboo Dwarka Nath Roy, Deputy Magistrate and Deputy Collector, Madaripore, 
Furreedpore, is cancelled, : 





Pouce. The 17th June 1887.—Mr. EB. M. Showers, Temporary Assistant Inspector- 
General, Government Railway Police, Kustern and Northern Bengal Liues, is allowed 
leave for one month, 1mder section 72. of the Civil Leave Code, with effect from the date 
on which he lod himself uf it. 

Me H. Clogstoun, Assistant Superintendent of Police, is appointed to act as 
Assistant Inspector-General, Government Railway Police, Fasteru and Northern Bengal 
Lines, durmg the absenec, on leave, of Mr. E. M. Showers, or until further orders, with 
ellect from the date ou which he joined his appointment. 

Mr. B. H. b’Oyly, Assistant Superintendent of Polico, Sasseram, Shahabad, is trans - 
ferred tu Julpigoree, and is appointed to have charge of the District Police of that 
Gistet, vice Mr. Rt. W. Keown, deceased. 


The Vth June W887—Mr. B. UW. D'Oyly, Assistant Superintendent of Police, 
Sasseram, Shuhabad, is promoted to the sceond grade of Assistant Superintendents of Police, 
with effect from the second instant, vice Mr. I. W. Keown, deceased, 

Mr, W’Oyly is also appointed to act, until furdier orders, in the first grade of Assistant 
Superintendents of Police, with «flect from the above date, 

















Ryarernasion.—The 14h June 1887.—Baboo Bhoobuneshwar Singh, Deputy Magistrate 


and Deputy Collector, Kbonlna, is also appointed to be Sub-Registrar of that district, with 
effect from the 3rd December 1886. 





Epucatiox.—2/e th June 1887,.—Mr, A. Ewbauk, Principal of the Patna College, 
reported his deyarture from India, on furlough, ou the 24th May (887. 

The sth June 18$87.—Mr. Phavi Bhuson Mukerji, Professor, Rajshahye College, is 
appointed to be Professor in the Hooghly College. 

Mr. W. 13, Livingstone, Principal, Berhampore College, is appointed to be Professor 
in the Rajshahye College, 

Lhe Vith June 1857,—Dr. ©. A. Martin, Inspector of Schools, Eastern Circle, is 
appointed to act in * 1 of the Bengal Mducational Service, with ctfect from the 7th 
May 1887, rice Mr. C. 1. Tawney, on deputation, 

Mr. J. \Wood-Masou, Temporary Professor of Comparative Anatomy in the Medical 
College, Calcutta, is confirmed in that appointmout, vice Dr. J. Anderson, resigned, 











Orie. —The 14ch June 1887.—Surgeon-Major H. Whitwell, Principal Assistant, Opiam 
Agent, Bchar Agency, is allowed leave for three months, under section 72 of the Civil Leave 
Jode, with cflect from the 4th July 1887. 

Mr, G.C.R, Nicholson, Head Assistant to the Principal Assistant, Opium Agent, 
Behar, is appointed to act as Principal Assistant, Opium Agent, Bchar, during the 
absence, on le ave, of Surgeon-Major H, Whitwell, or until further orders. 

The \Gth June 1857.—My, BR. Fraser, Assistant Sub-Deputy Opium Agent, Benarcs 


Agency, is allowed privilege jcave for two monthe and three days, with effect from 
the 12th instant. 


Mrpicat.—The 1th June 1887.—Surgeon-Major J. G, Pilcher, Civil Surgeon, Howrah, 
is allowed Ieave for three months, under section 72 ef the Civil Leave Code, with effect from 
the J5th July 1887, or such subsequent date as he may avail himself of it. 

Surgcon-Major J. ( ating Civil Surgeon, Dooghly, is appointed to act 
us Civil Surgeon, Howrah, during the abscuce, on leave, of Surgoou-Major J. G, Pilcher, 
until further orders. ' * 


The \zth Jane 1887.—Dr, P. A, Righy is appointed to act as Ciyil Medical Officer 
of Dooiuka, Southal Paguanahs, during the absence, oa deputation, of Dr. U. C, Mookarjee, 
or until further orders, , 








oc 


The following is republished from the Assam Gazette:— 


No, 206.— Tie Tih June 1887.—Privilege leave of absence for three months, under 
section 74 of the Civil Leave Onde, is granted to Mr. H, 0. Williams, c.x,, Inepector- 
General of Police, Jails, and Registration, Superintendent of Stamps, and Commissioner 
of Excise, Assam, with effect from the Mth July 1887, or the subsequent date on which 
he mey avail himself of it. 

F. B. Peacock, 
Ohicf Secy. to the Govt, of Bengal. 
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REVENUE DEPARTMENT.—FORESTS. 


‘ NOTIFICATION, 
« Phe U1et June’1887.—With reference to the notification, dated 8rd i erie 

farlough for 15 months to Mr. E. G. Chester, Deputy Conservator of Porens, the Lieut 
hant-Governor is pleased to order the following postings and transfers :-— 

Baboo Hem Chunder Sirear, Forest Ranger, to the charge of the Julpigori sub-division 
of the Julpigori Forest Divisio 

Mr, H.-D. D. French, Assistant Conservator of Forests, from the Julpigori sub-division 
to the charge of the Kurstong sub-division of the Darjeeling Forest Division on being re- 
ered by Baboo Hem Chunder Sirear. % 

Mr. #5, K. Wylly, Sub-Assistant Conservator of Forests, from the Kurseong sub- 














division. to the charge of the Julpigori Forest Division and of the Buxa sub-division of 
that division on being relieved by Mr. French. 


> 


Mr. R. Ju Heinig, tant Conservator of Forests, from the Julpigori Forest Divi- 
sion to the charge of the Chittagong Forest Division, on being relicved by Mr, Wyily 

Mr. G. A. Richardson, Doputy Conservator of Forests, from the Chittazong Forest 
Division to the charge of the Orissa Forest Division on being relieved by Mr. Heinig. 

Mr. H. H, Davis, Deputy Conservator of Morests, from the Orissa Forest Division to 
the charge of the Chota Nagpore Vorest Division on heing felieved by Mr. Richardson. 

Mr. F. &. Manson, Veputy Conservator of Porests, from the Chota Nagpore Morest Divi- 
sion to the charge of the Durjecling Forest Division ou being relieved by Mr. Davis. 

Mr. A. L. Home, Couserva or of Forests, Bengal, will hold charge of the Working 
Plane Division, in addition to his other duties, from the date on which Me. Chester pro- 
eceds on leave until further orders. 




















P. Noray, 
Secretary tothe Govt, of Bengal. 


NOTIPICATION, 
e 18th June 1$87.—The following orders of the Board of Trade are published for 
_genoral information. 





Conmay Macauray, 
Sceretary to the Govt. of Bengal. 
Consecutive Office No. 822. 
Departmental, 1075. 
Superintendents 77. 
Board of Tralo, Marine Department, March 1887. 
INSTRUCTIONS to SUPERINTENDENTS or MERCANTILE MARINE OFFICES. 











New Rrduiarions aso THE Chraeance or Vessers ev Russtan Porrs. 
With reference to Circular 301, 

The Russian Department of Customs have da circular explanatory of the new 
Regulations respecting the clearanes of vessels in Russian ports, whieh came into operation 
in July Inst, the effect of which is that when bills-of-lading are not forthcoming or are ull 
tnd void ander the new Regulations, masters cau avoid tine full penalties under sectiva 10 of 
the Regulations, and bring themselves undcr section 12 by acting in the following 





manner :—— Z 
Under section 9 of the new Regulations, ‘a bill-of-lading shall be considered uull and 


“yoid when it shall not contain any of the following particulars, and the goods to which it 
“yefers shall be treated as imported without a Dill-or-lading :— 

©], Quantity of packages or pieces (exceptixg goods brought in bulk) 5 

©2. Marks and numbers (for goods in parkayes). 

«3, Denomination of the goods; aud 

«4 Quantity of goods.” 

‘When bille-ofelading for certain goods are nuil and void under this sectiou, the master 
should act as if he had uo bills-of-lading for them, and enter them wu his report iu acvard- 
auce with section J, sub-section 5, which is as follow 

Og, Statemong of the goods brought without bills-of-lading, with indication of the 
“name of the receiver, and the quantity of such goods to be written out in full; the marks 
«and numbers, nature of packing (boxes, barrels, bags, bales, &e,), the desorption of the goods, 
“their.quantity and gross weight, or the number of picces, ali to be set forth at full in letters, 
“not in figures.” rai : : 

» Superintendents are requested to distribute this circular gratuitously, and with as little 
delay as possible amougst shipowners, shipmastcrs, and others interested in the subject. 
Henry G, Carcearr, 
Secretary. 
Tnomas Gray, 
Assistant Secretary. 











M. 3,243 
ies. 
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NOTIFICATION, . 
The 18th June 1887.—It is hereby notified, under sections 5 end 10 of Act IIL 
(B. C.) of 1887, that the Hon’ble Robert Stcel has been elected by the members of the 
Bengal Chamber of Commerce to be 2 Commissioner for waking Improvements in the 
Port of Calcutta, in the place of Mr. H, B. H. Turner, who has ceased to act as a Commis- 
sioner. 





Cos.man Macautay, 
Secretary to the Govt. of Bengah 








[First Publication.) 
NOTIFICATION, 
The Qlet June 1887:—The following Notice to Mariners is published for general 
information. 
Corman Macavzay, 
Secretary to the Govt. of Bengal. 


GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS—(No. 35). 
INDIA--WEST COAST. 


Temporary removal of buays between the ports of Alibig and Vengurla. 


Tur. Acting Collector of Salt Revenue, Poona, has intimated that the undermentioned 
buoys between the ports «f Alibag and’ Vengurla have been temporarily removed during 
the S$. W. monsoon on the dates specified against cach :— 


16th May 1887. 





The Alihig buoy on the 


The Anjanvel buoy 16th — ditto, 
The Binkot buoy 19th — ditto. 
‘The Ambulghad Reef buoy 21st ditto, 
The Malvau Oyster Rock ‘buoy 29th ditto. 
The Johnstone-Castle buoy 31st ditto 


By direction of the Governmont of Rengal, 


Antuvur W. Srirrx, Caplain, 1.0, 


Port Officer of Calcutta. 
Port Orricr, Calcutta, the 16th June 1887. 


{First Publication. | 
NOTIFIVATION. 
The 2ist June 1887.—The following Notice vo Mariners is 


pupnsnea tor 
information. 


generat 
Cotman Macaunay, 
Secretary to the Govt. of Bengal. 
GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT, 


NOTICE TO MARINERS—(No. 36). 
BAY OF BENGAL. 
GULF OF MARTALAN. 
RANGOON RIVER. 
Particulars of the Lower Middle Bank buoy. 
Tur following information kas been received from the Director of the Indian 


Marine — ; 
The River Surveyor, Rangoon, reports that he relaid the Lower Middle Bank byoy in 
the Rangoon river in 17 fvct reduced width— ‘ 7 








Eastern Grove Light-house i N. 58° E, 
Floating Light-ship ‘‘ Colombo ” 8, 28° KE. 
Centre Spit buoy... a 8. 11° E. 
Elephant Point obelisk . & 77° WwW. 
Contre Middle Bank buoy we NL 76° W. 


The bearing are magnetic. 
By direction of the Government of Bengal, 
Autos W, Stirrx, Captain, 1m, 


Port Ufficer of Oaleutia 
Pout Orrics, Galeutia, the L7th June 1887. Boer of pias 
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(Second Publication.) 
NOTIFICATION, 
The 14th June 1887.—The following Notice to Mariners is published fur general 
information. 
Cotman Macaunay, 
Secretary to the Gort. of Bengal. 
GOVERNMENT OF BENGAL, FINANCIAL DEPARUMENY. 
NOTICE TO MARINERS--(No. 31). 
INDIA—LAST COAST. 
BAY OF BENGAL. 
COAST OF ORISSA. 
PALSE POINT HARBOUR 
eddie Point Bea 
Wirn reference to Notice to Marine 
Department, further information has been recer 
rripod beacon ou Point Reddic was re 











rected. 

» 27, of 27th May 1887, issued from this 
ed from the Vort Ollicer, False Point, that the 
eted on the 7th June. 


y direetion of the Government of Bengal, 
Antuun W, Stirre, Cupéain, x, 
Port Officer of Calcutta. 











Port Ovrice, Calcutta, the 8th June 1857. 


(Second Publication.] 
NOTIFICATION, 
The 14th June 1887.—The following Notice to Mariners is published for general 
informution. 
Conan Macauzay, 
Sceretary to the Govt. of Bengal, 
GOVERNMENT OP BENGAL, FINANCIAL DEPARTMENT, 
NOTICE TO MARINERS— (No. 32). 
! BAY OF BENGAL. 
BURMA COAST—ARAKAN DISTRICT. 
KYOUK PHYOU HARBOUR. 
fh Parliondars of D 
Wir reference to Yotice to Mariners. No. of the 2nd June 1887, of tho breaking 
adrift of the Dicey shoaPuoy, entrance to Kyouk Phyo harbour :—the Port Officer, Akyab, 
has given further notic(that this buoy is now all right. 






shoal biog. 





By direction of the Government of Bengal, 


Anrnun W, Stirre, Captain, 1.., 
Port Oficer of Cateutta. 
Caleutte the Vth June 1887. 


{Second Publication, 
NOTHACATION, 
The 14th June ;887.—The following Notice to Mariners is published for general 
snformation. 


Doar Ovric! 





Corman Macaunay, 
Seeretary to the Govt. of Bengal. 
GOVENMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS—(No, 33). 
BAY OF BENGAL, 

Tux followiv’ information has been received from Commander Alfred Carponter, a.x., 
in charge Marine urvey of India :— 

COAST OF TENASSERIM. 
Depths off ¥é River, 

During ageent survey of the approaches to Yé River, Ross Sand, in Latitude 
14° 58'N., waloufd to havo only 1} fathoms over its North extreme and about 3 
fathoms, as sh 0 chart, over the remainder. 

COAST OF MADRAS. 
i Non-ecistence of shoal. 

Also thethe H. M.’s I. M. 8. “Investigator” sounded on the spot marked 5 fathome— 
doubtful—in atitude 12°44’ N., Longitude 80°54’ E., and obtained 1,700 fathoms, ooze, 
see charts (Asiralty),—(1) No. 824, Whitepoint to Mergui; aud (2) Nos, 70 and 628, Bay 
of Bengal. 








By direction of the Government of Bengal, 
Axruun W. Srivre, Captain, 1.1, 
Port Officer of Caleuita, 





Port Ovrn Caleutte, the 18th June 1887, 
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[Second Publication.? 


NOTIFICATION, 


The 14th June 1887.—The foliowing Notice to Mariners is published for general 
information, 

















Cotman Macavnay, 
Secretary to the Govt. of Bengul. 


GOVERNMENT OF BENGAL, FINANCIAL DEPARTMENT. 
NOTICE TO MARINERS—(No. 34). 
RED SEA. 
Wreck of 8. 8. Peddington.” 
‘Tar following telegraphic news, dated the 13th June 1887, has been received fro 
Commander A, Carpenter, t.., in charge of the Marine Survey of Ind 


“Steamer Teddington foundered 5 imiles Bast by North 4 North of 
cf the Avocet rock, strikiag upon a hidden danger.” 








ie reported positio 


By dircetion of the Government of Bengal, 


Anruun W, Stirre, Captain, 1... 
. Port Officer of Calcutta. 
Pour Orrice, Calcutta, the 14th June Ini, 


(Third Publication.) 

NOTIFICATION 

The Tth June 1887.—The following Notice to Mariners in published for gonera 
information. 





Couman Macauiay, 
Secretary to the Gavt. of Bengal. 


GOVEKNMENT OF BENGAL, FINANCIAL DEPARTMENT, 
NOTIOE TO MARINERS--(No. 29). 
INDIA—WEST COAST, ‘ 
PORT OF KARWAR OL | 
ntking the 


Temporary removal of bay. 





buoy, 
dy bias beg temporaril 


Tue Director of the Indian Marine announces that the 
of Elephant island, off the port of Karwar or Ssdashiv; 
during the 8. W. monsvon. 


W. en 
remover 






By direction of the Government of Beugal, 
' 


Antucn W. Seige, Captain, 1. 


Port Vificer of Calrutla. 
Port Orrice, Culcutta, the 2nd June 1887. 


_ (Third Pubheation.) 

NOTIFICATION. 

The 7th June 1887.—The following Notice to Mariners is pubbhed for general 
information, 





Counax Meavcay, 
Secretiry to the Wout. of Bengal. 
GOVERNMENT OF BENGAL, FINANCIAL DEPARTMT. 
NOTION TO MARINERS ~ (No. 30). 
BaY OF BENGAL. 
BURMA COAST—ARAKAN DISTRICT. 
KYOUK PHYOU HARBOUR. 
Breaking adrift of the Dicey shoal buoy. 


Triecraraic information has been received from the Port Officer, A 
authority of the Master of the Iritish steam-sbip Hupirates that th 
marking the Dicey shoal, Saddle island, entrance to Kyouk Phyouw har! 
appeared. 







By direction of the Government of 
Axreur W, Sires, Capt 


Port Officer of 
Por Orrice, Calcutta, the 2nd June 1887. oe 
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JUDICIAL DEPARTMENT. 


No. 3189A. 


Ghe 14th June 1887.—Bahoo Bulloram Mullick, Smail Cause Court Judge and Subor= 
dinate Judge of Pubna and Bogra, is allowed leave for one mouth, under rule 2, section 
73 of the Civil Leave Code, with effect from the date on which he may be relieved, 

Baboo Judu Nath Dass, First Munsif of Monghyr, in the district of Bhagulpore, is 
appointed to act as Small Cause Court Judge aud Subordinate Judge of Pubna end. Bogra, 
during the absence, on leave, of Baboo Bulloram Mullick, or until farther orders, 

Baboo Mohendro Lall Gossami, Munsif of Fenny, in the district of Noakholly, on 
leave, is appointed to act temporarily ax a Munsif in the district of Bhagulporo, to be 
ordinarily stationed at Monghyr, daring the absence, on deputation, of Buboo Jadu Nath 
Dass, or uptil further orders. 

The \Gth June 1887.—Bahoo Kedar Nath Mazumdar, First Subordinate Judge of 
Tipperah, is temporarily deputed to Backergunge until further orders. 

Baboo Rajendro Coomar Bose, Subordinate Judge of Beervhoom, on deputation at 
Bankoora, is temporarily deputed to Burdwan until farther orders. 

The 17th June 15%7,—Baboo Hari Mohun Sen, Deputy Magistrate, Duckergunge, is 
vested with powers under section 110 of the Code of Criminal Procedure. 

Mr. F. J. Monahan, Assistant Mawistrate and Coliector, Jamtara, Southal Pergnunahs, 
is vested with the powers of a Magistrate of the first cluss, + 

Baboo Nilkanta Sirear, Avsistant Magistrate and Collector, Madaripore, Furrseipore, 
is vested with the power to try summarily the offences mentioned in section 200 of the Code 
of Criminal Procedure, 

Rabco Nobin Krishna Banerjee, Deputy Magistrate and Deputy Collector, Tipperab, 
is vested with the power to try summarily the offences meutioned m section 260 of the Code 
of Criminal Procedure. 

The 18th June 1887.—In modification of tho order of the 22nd Mareh last. Baboo 
Mohendra Nath Mitter, Indge of the Courte of Small Causes, Dacca and Munshigunge, 
is allowed leave for one month and a half, viz., eleven days unider section 73-3 of the Civil 
Lesve Code, and the remaining portion under section 73-1 of the Code, with effect 
from the 19th April 1487. 

The 20th June 1887.~Baboo Tarak Nath Datta, n.v., is appointed to act asa Munsil 
in the district of Cutt: to be ordinarily stationed at Jajpore, during the abscuce, on 
leave, of Baboo Gopal Krishna Ghosh, or until further orders, 

This cancels the order of the 20th ultimo, appointing Baboo Srinath Sen to act as 
Mansif of dajpore. 

Baboo Kisori Mohun Sikdar, m1. is appointed to act ax a Muasif in the district 
of Mymensingh, to be ordinarily stationed at Netrokona, during the absence, on Icave, 
of Baboo Aghore Chunder Hazra, or until further orders. 

Enrarca.—Zhe Usth June 1s87.—In the order of the 3rd Juno 1887, eranting 
Baboo Behari Lall Banerjee, First Munsif of Bagirhat, in the district of Jessore, leave for 
three weeks, under section 73, rule L, chapter 5 of the Civil Leave Code, in extension of the 
leave granted to him on the 25th April last, for " Kirst Muusif of Bagirhat ” read “ Munsif 
of Magurah.” 

Guawz or Leave 10 Monsivs.—The 14th June 1887.—Baboo Aghore Chunder Haara, First. 
Munsif of Netrokona, in the distriet of Mymensingh, is allowed leave for one month, under 
section 73. rule 1, chapter V of the Civil Leave Code, with effect from the date on whieh he 
may be relieved. 





























F, B. Pracocn, 
Chief Sey. to the Corl. of Bengal. 


NOTIFICATION. 

The 18th June 1887.—It as horeby notified, under section 5, Act III of 1877 (‘Lhe 
Indian Registration Act), that the registration sub-district of ‘'ajpur, in the district of 
Darbhunga, comprises thinnas Tsjpur and Nagarbasti. 

F.R, Peacock, 
Chief Secy. to the Govt. of Bengat 





¢ DECLARATION. 

The 15th June 1887.--Whereas it appears to the Lieutenaut-Governor of Bengal that 
land is required to be taken by Government at the public cxpense for a public purpose, viz., 
for burial of bodies after post-mortem examination in the village of Char Kashar, per- 
gunnah Alapsingh, zillah Mymensing wit is hereby declared that for the above purpose 
© piece of land measuring, more or less, one bigab, eleven cotians, four chittacks of standard 
measurement, hounded on the north by Kematullah’s cultivated tand ; west by Kematullah’s 
unenitivated Jand; south by Kematullab’s uncultivated land; east by Kematullsh’s 
uncultivated land, 18 required within the aforesaid village of Char Kuchar. 

‘This declaration is made, under the provisions of section 6 of Act X of 1870, to all 


whom it may concern’ 
F. B. Pracocr, 


Chief Secy. tv ihe Govt. of Bengal. 
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MEDICAL DEPARTMENT, BENGAL. 


No, 5022,—The 14th June 1887.—Avsistant Surgeon Nobin Chunder Dutt, attached 
to the Raj Hospital at Darbhunga, is allowed leave for two months, under sectidn 72, 
chapter V of the Civil Leave Code, with effect from Ist June 1887, 

No. 502+ —The 14th Tune 1887. —Aseistant Surgeon Mutty Lall Mookerjec is appoint- 
ed temporarily to have modieal charge of the Raj Hospital at Durbhunga, during the absonce 
on leave, of Assistaut Surgeon Nobin Chunder Dutt, or until further orders. 

J. M. Coares, mo, 
For Inspr.-Genl. of Civil Hospitale, Bengal. 


SMALL CAUSE COURT NOTICE. 


























Unnen section 14, Act XL of 1863, it is hereby notified that the Judge of the Courts 
of Small Causes of Kushtia, Conadanga, and Meberpur will, subject to the orders of 
Govcrument, bold sisting in those Courts in the month of July 1887 on the dag) noted 
below, Sundays, holidays, and travelling excepted — 

Frow Ist to 10th Jwy 1887 ae w. At Kushtia, 
Mth to 18th ditto At Mcherpur, 
19th to 26th — ditto ie At Chuadanga, 
27th to Blss ditto vs Agaiti at Kushtia, 


Tours Nasu Bawtnsne, Judge. 








”» 


Kosntia Court or Sitane Causrs, the 16th June 1887. 





BDUCATION DEPAR IMENT, BENGAL. 


List of Candidates who have obtained Middle Buglish Scholarships for the year 1887. 



































t N of Sehool whe 
er | Rit iain, || “EOS Mee 
tenable. 
| Daceu. i 
1 [Nanda Lal Acharya... . | Banari ,., Dacca Collegiate, 
2 | Rasik Lal Bhattacharya Dhankora Ditto, 
3) Mathura Nath De a ve | Srinagar ue Ditto. 
| Furreedpur. | 
1 | Beni Madhav Pat | Pingla .. | Caleutta Oriental 
et \— Seminary. 
2 | Jamini Nath Mukhopadhya Kartikpur - | Dacea Collegiate, 
3 | Kali Mohan Ghosh | Gosainhat | Ditto, 
4 | Kawini Kamar Bhattacharya w+ | Kartikpur Ditto. 
Backergunge. 
Annada Charan Sen... s+ | Basanda ... | Barisal Zillah, 
| Hem Kanta Sen «| Ditto ahs Ditto. 
Akhay Kumar Sen Gola... zs Ditto, 
| Lalit Kumar Sarkar s ..- | Banarcpara ae Ditto. 
Sarat Chaudra Das | Goal Bhawar dey Ditto. 
| Mymensingh. 
Ganga Cnarau Bhattacharya .. | Netrakona Dacca Collegiate. 
Giris Chandra De oles Pingna Serajguuge Hotrante. 
Kajaui Konta Sarkar... .. | Netrakona Mmymensingh Zillah 
Ichba Mohan Chakravarti vs | Sherpur... Ditto, 
Dhirendra Nath Choudhuri .. | Nagarpar ... | Metropolitan Instito- 
tion, Calcutta, 
Tipperah. 
1 | Rajani Nath Bhattacharya ve | Chandpur +. | Ooméillah Zillah, 
2 | Raj Kumar Datta see Ohauddagram ++ }Dacea Collegiate, 
i 1 








